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\| 15-cent Fitting | | 
| —~— Costs $15 | 


HEN a sand-hole in a fitting shows up after 

a piping installation is finished a 15-cent fit- 

ting may very easily cost $15. The labor cost 
of backing out the line and replacing a fitting is one 
reason we perfected a cast-iron fitting of our own. 
| | We use them by the scores of millions and, as our own | 
| requirements for sprinkler work are filled from exactly 
| the same stock we sell to the trade, it pays us to take 
more than usual care to see that imperfect fittings 
never get into the stock line. 























Grinnell Fittings are usually stocked by the same 
distributors that carry the famous Grinnell Hangers. 





END for our booklet, 
“Only a Cast Iron Fit- 
ting’’and HangerCatalogue 


No. 3. They contain infor- Help 
mation that is vital to any [ Make 


man interested in piping hee 
installations of any kind. a \8 

Write for both of them to- etter 
day. Address your request 

to Grinnell Company, Inc., 


Our 305 W. Exchange St., Provi- 
ee 86 6dence, R. I. 


(= 
GRINNELL 


} 
Fittings, Hangers, Valves, Pipe Bending, 
| 





| 























Welding, Piping Supplies, Etc. 
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Every great and commanding movement in 
the annals of the world 1s the triumph of en- 
thusiasm. 


Ralph Waldo Emerson 


The enthusiastic plumber is usually a 
VQGEL Plumber. He gets the business, be- 
cause he tells his customers about the VQGEL 
Line. He writes VQGEL Products in his con- 
tracts and specifications. 

The VQGEL Line keeps him ever on the 
jump,—a Frost Proof Closet here, a Hydrant 
there. 

Are you one of these busy VQGEL en- 
thusiasts? If not, you’re losing a lot of real 
profitable business. 


Why not get the details from your jobber 


now,-—for now is the time. 





aS Jos. A. Vogel Co. 


Wilmington, Del. St. Louis, Mo. 
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Experts Agree on Causes of $300,- | «' a7 oe ne. ee e 
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What part are you taking 


in this ‘‘war’’ on rust? 





You can take an important part, and not only lend a hand 


in the ‘‘war”’ on corrosion, but you can measurably benefit 
your customers. 


Homes that have the charm of architectural artistry, with 
interiors of durable beauty, are frequently despoiled and 
patched again and again in an endeavor to correct a fail- 
ure of the hot or cold water lines, due to corrosion. 








Help protect the interiors of your customers’ homes by 
using Rome Quality Seamless Brass Pipe for all hot and 


Let rnd you th 
ROME BRASS PI 


ESTIMATING CHART cold water lines. Its use is an assurance that your repu- 

fh contains approved tation for good work will not be marred in the years to 

rewired quantities pine come because of leaking pipes. 

for both hot and cold water 

en Send for ‘‘The Rome Brass Pipe Bulletin.”’ It contains 

helpful, usable information that you should have. It 

ROME costs nothing but a letter requesting it. Ask for as many 
MALS copies as you need. 


ROME BRASS & COPPER COMPANY 
ROME NEW YORK 


Branch Warehouse: 3649 So. Racine Ave., Chicago, Ill 
Member Copper and Brass Research Association 
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Jerformance GountsS 


Read what this user found out 
about economy, efficiency, overload 
capacity of Pacific Boilers — 
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HE Pacific Boilers giving this unusual heating service are shown below 

the building. Note that they are rear fired oil burning Pavific Boilers. 
Elements of combustion travel practically twice the length of the fire box 
before passing into the lower banks of tubes. This, with the extra large fire 
box construction, gives maximum combustion space and permits extraction 
of every ounce of heat energy from the atomized oil. Pacific Boilers also 
nee tataganbnet enna may be equipped for front firing. Let us send you complete information, 


GENERAL BOILERS COMPANY, Waukegan, Illinois 


PAC I 
STEEL HEATING BOILERS 
eS 


Mention Domestic ENGINEERING when writing advertisers. 
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The library that excited Cleopatra’s envy 


The tenth in a series of 

advertisements outlining 

the early development of 

plumbing ideas A com- 

plete folio of this History 

of plumbing will be sent 
on request. 





VW RAAKE 
Ledrite Brass Roa 
Phono-Electric Contact Wire 
Plumrite Brass Pipe 
Phono-Hi-Strength Wire 
Tubular Plumbing Goods 

ondenser Tubes- Sugar Tubes 
rass, Bronze and Copper Sheets 
ass. Bronze andCopper Tubes 
le Pressure Pumps 

fuio Accessories-Stampings 
Eneravers Copper Special" 1e8 
crew Machine Producte 
Pressed or DrawnProducts 
Oil and Grease Gunw 


Electric 
Furnace 
Brass 


ERGAMUM, an ancient city in Asia Minor, attained such prosperity in 

the second century B. C., that it was able to build within its walls, struc 

tures of rarer beauty combining art and architecture in harmony with 
natural surroundings than has probably ever been accomplished elsewhere 
by man. 

On friendly terms with powerful Rome, this city was fairly free from de 
vastating wars. 

Cultured Romans journeyed to Pergamum to inspect her art treasures 
and to read the vast literary accumulations in her library, second only to that 
other famous library at Alexandria in Egypt. 

Rivalry between these two literary centers existed even to Cleopatra’s 
time and upon the destruction of part of the library at Alexandria, Cleopatra 
prevailed upon Antony to transfer 200,000 volumes from Pergamum to Alex 
andria in that famous Queen’s own country~—no small love token from the 
famous orator and soldier. 

Under the stone roadway that leads to this library lie water supply pipes, 
which even today could be called upon (as in those olden days) to furnish water 
from the mountain lakes to the baths and fountains of the city. 

These bronze mains testify to the wisdom of the Ancients and to the per 
manence of bronze. 

The modern sequel to this ancient story is found in a combination of 
Plumrite Brass Pipe and Bridgeport Tubular Plumbing Goods which gives an 
imperishable plumbing system, capable of delivering pure, clear water at the 
lowest ultimate cost. 





So 
' A 
NrI1EGlOSDOr-" 
PASS Company 
BRIDGEPORT - CONNECTICUT 
NEW YORK PHILADELPHIA CHICAGO DETROIT 









Member Copper and Brass Research Association 
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New Business For You And 


“ADDED PROFITS! 











People who could not afford auto- 
matic water heaters yesterday are 
using “Merions” today. 








Many plumbers have found that 


a 
es . they can sell a fifty or sixty dollar 
BS *m “Merion” instead of the ordinary 
pi i, : range boiler. 
4 - Try it—you will be surprised—and 
f s “ ad provide comfort for many homes. 
; 


Made in three sizes 





All Prices are F. O. B. Conshohocken 


“SJOHN WOOD-MFG:CO. 


CONSHOHOCKEN ,PA. LOS ANGELES,CAL . 


Ma 
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THE NRE TOOL MACHINE ORES) 


MANUFACTURERS OF HIGH GRADE PIPE TOOLS 





4120-4130 FULLERTON AVENUE 


(CHIGAG AD) [Erie 





The Plumbers and Steamfitters 
of the U.S.A. 


Fellow Citizens, 


Beautiful Spring has sprung, and the world is full of gladness 
and spring house-cleaning - And although the Bock beer sign 
blossoms no more, and the German band business is on the bum - 
yet nevertheless Spring may be considered a success. 


I hope it opens up like a full-blown squash blossom for you and 
your business and your town. There will be a lot of building 
this Spring if people can get lumber and brick and nails and 
glass and carpenters and brick-layers and the money to pay for 
them - 80 business ought to get better right along in your line. 
There is plenty of money in the country and some in the city. 
The only thing now is to get it, and everybody else, to work. 


And speaking of work, though I hate to mention an unpleasant 
subject like that but I am up to my ears in it and haven't 

been able to get around among you boys as much as I would like. 
But, of course, with that notorious sales force of mine, Messrs. 
Harold Dessau, Harry Olsen, John Cotter, Bill Clement, and Ed 
Herskovitz, it is not necessary. However, if there is anything 
you are needing, there is no reason why you should not send 

the order in. 


You won't want to waste any time with bum dies, for, in the 
Springtime, or any other old time, the best is the cheapest. 

So I hope you will see that you are well supplied with Nye Dies 
80 you will feel like singing Mendelssohn's Spring Song instead 
of saying "Oh, Damnit” 


You know the Nye Die, made of the best tool steel and with all 
the patented and exclusive features that make it The Best Die 
On Earth. Write me and tell me what you want and I will rush it 
to you pronto. 


Yours Springfully, 


Harry 7 le 





The tools you swear BY and never AT. Tool 4 Ma bine Works 








MESTIC ENGINEERING 











KEYSTONE 


(Premier Junior) 
Water Heater 


Automatic, insulated. No. 2 
suitable for average homes, at 
the factory 


*90) 


Duty extra in Canada 


The Crane line meets every water heater demand 


From onereliable source you can get three 
popular types of storage gas water heaters 
that meet any need and fit every purse. 


Besides the widely known automatic and 
insulated Premier in four sizes, Crane also 
supplies the automatic Keystone (Premier 
Jr.) and the non-automatic Marvel. 


Each style fills a big demand. Instead of 
competing, these three work together to 
build the greatest volume of heater sales. 


CRA 


Each one has been tried out and proved. 
You recommend no experiments. Their 
prices are as low as quantity production 
can make them with sound design and 
enduring construction. A desirable mar- 
gin of profit is kept for you. 


Aiding your sales is an aggressive ad- 
vertising Campaign in metropolitan news- 
papers wherever the Crane line of heaters 
is stocked. Ask us for full information. 


N 


rane 0. Chicago 


Ma 


PREMIER 


Automatic 


Gas Water Heater 


Four thrifty sizes. No. a, 
shown here, for ay erage 
homes. With double extra 
heavy galvanized tank. At 
the factory 


125 


Also with extra heavy copper 
tank, at factory 


‘235 


In Canada, add duty 











MARVEL 


Gas 
Water Heater 


Notautomatic, not insulated. 
No. 32, for average homes, 
at the factory 


#32 


Duty extra in Canada 


a 


GENERAL OFFICES: CRANE BUILDING, 836S. MICHIGAN AVENUE, CHICAGO 
Branches and Sales Offices in One Hundred and Forty-eight Cities 
National Exhibit Rooms: Chicago, New York, Atlantic City, San Francisco and Montreal 
Works: Chicago, Bridgeport, Birmingham, Chattanooga, Trenton and Montreal 

CRANE EXPORT CORPORATION: NEW YORK, SAN FRANCISCO, SHANGHAI 


CRANE LIMITED: CRANE BUILDING, 386 BEAVER HALL SQUARE, MONTREAL 


CRANE-BENNETT, Lrv., LONDON 


C® CRANE: PARIS, NANTES, BRUSSELS 
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HAYSCO PRODUCTS 


Compression Bibbs 
Compression Sill Cocks 
Compression Basin Cocks 
Compression Bath Cocks 
Compression Double Sink Faucets 
Compression Tray Bibbs 
Compression Double Tray Faucets 
Compression Draw Off Cocks 
Compression Lavatory Valves 
Compression Stop Cocks 
Compression Stop & Waste Cocks 
Garden Hose Valves 
Ground Key Bibbs 
Ground Key Cocks (Flat Way) 
Ground Key Cocks (Round Way) 
Ground Joint Brass Unions 
Soldering Nipples 
Soldering Unions 

rap Screw Ferrules 
Cast Iron Railing Flanges 
Original McNamara Hydrants 
Corporation Cocks 
Inverted Key Cocks 
Lead Goosenecks 
Gas Cocks 
Payne's Tapping Machines 

(For Water and Gas Mains) 
Hays-Erie Curb Boxes 











AYSCO P 


MORE THAN FIFTY YEARS OF DEPENDABILITY 


STI ENGINEERING 


Y 1868 the Overland coach 

routes had reached a high 
point of efficiency Ben Holla 
day's lines alone covered 3,300 
miles. He owned 6,000 horses 
and mules, 260 coaches, scores 
of stage stations, together with 
supplies at depots along the 
route 


'CWhen Schuyler Colfax 
stumped to Frisco 


T WAS in the summer of 1865 that Schuyler Colfax of 
Indiana, young Speaker of the House of Representa 
tives, made a trip on the Overland stage route to San 

Francisco. He had conferred with President Lincoln re- 
garding the trip, so it held a semi-official character. Colfax 
bore messages to mountaineers and plainsmen. 


William Bross, Republican editor and stump speaker of 
Illinois; A. D. Richardson, newspaper correspondent es- 
caped from a southern prison, representing the New York 
Tribune, and Samuel Bowles of the Springfield Republican 
accompanied Colfax. Cavalry escorted the stage. 


Cutting in and out of prairie schooner caravans, stopping 
only to refresh themselves and to change horses, they gal 
loped up Platte Valley and pushed west over perilous trails. 
The trip west required seven weeks. They braved the 
lands of Indians, tornadoes, prairie fires and ribbon-like 
mountain trails in their careening coach. 


It was in these days of the Overland mail route that pio- 
neers flocked to new and untried lands. The spirit of break- 
ing new trails, building new businesses, starting new indus 
tries was strong. And in these dramatic times the Hays 
brothers established their modest brass foundry, destined 
to serve the then unchartered western communities as well 
as the busy east. 


Then were laid the foundations of the Haysco products of 
today —those products upon which two reputations rest 
securely the maker’s and the user’s. 


THE HAYS MANUFACTURING COMPANY 


ERIE, PENNSYLVANIA 








BRASS andIRON 


RODUCT 
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DESOLVO! * 


FOR CLOGGED OR 
FROZEN ORAMS 
























90% Less Fumes 
Stronger 


K K is the 
safest and most 
efficient closet bow! 
cleaner to be 
bought today 


Your customers 





want it 


Tubola has been 
scientifically com 
pounded to fill a 


long felt want for a 


{ 
SUPERIOR CLEANIR 


polishing cleanser 
which will not 
scratch or harm the 
surfac e of pore elain 
or enamel ware 
Your customers 


have been looking 





for Tubola and here 





it is! 
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‘Pipe Cleaner 
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DRAIN DiDE CLEANER 


Your business needs a change— every business 


does occasionally, so change to Desolvo. 


Improved Desolvo is better and stronger than 
ever, fumes are now practically eliminated, and the 
desolving power is 25°7 higher. 


Desolvo is bound to bring you in profits, and 
Desolvo profits are real profits. Let us tell you 
about Desolvo and our Free Window Display. 
Order a supply from your jobber. 


The change will do your business so much 
good you will forever after keep the change. 


Order From Your Jobber 
Handsome Window Display Free 
Write for Details 


The Chamberlain Company 


Terminal Way, Pittsburgh, Pa. 


Chamberlain Desolvo Co., Ltd., 30 Church St., Toronto, Ontario 
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Belween Ourselves. 


The man who is so busy that he does not have time to read his trade paper is like 
the man who was so busy chopping wood that he did not have time to sharpen his axe 


— 


444 


= ) ITH PROPER MODESTY WE TAKE A tnarket is the murror of conditions in the industry. bo 
= WY cans call, and bow our acknowledgement of the observant master an accurate understanding and a 
kind words from the field. W. E. Rossman, convement report on the market means a release from 
Highmore, South Dakota, took the time to write to say the hand-to-mouth buying which cuts in on that extra 
that “Domestic [engineering is a great help to me. | margin of profit which offers itself to the man whi 
hardly ever miss a page. Thanks for such a helpful can take advantage of conditions favorable to the put 
t paper.” Thank you, Mr. Rossman. We retire to the chaser. Then there are the Advertising Iditorials, o1 
wings to give the stage to the further helpful “turns” the same page with which you will find a weekly sale 
pre sented on this week’s bill letter, all carefully merchandised, aimed at current 
needs. Make use of them for the sake of bigger volume 
MRST LET ME PROGNOSTICATE-—BIG and better merchandising 
word that—a little. Just did a little listening to 
my associate, who has his head full of technical works V IL MARVELS HAS BEEN OUT ADVEN 
He was talking over the telephone with Belmonte, 4 turing again and this time presents a story cot 
whom we introduced to the circuit last week. Belmonte cerning one of the industry’s leaders You will 
is a detective of the first water—-or steam, if you will find the story full of constructive suggestions concern 
He will furnish periodically some more of his interest ing merchandising, publicity, service, and other mat 
ing experiences in locating mysterious troubles in heat ters intimately bound up with building a bigger bus 
ing systems. ness and a bigger industry Phere are pointers as t 





how to secure favorable publicity in local newspapers 


Y Heani WEEK WE PRODUCE ANOTHER as well as how to place your industry in a favorable 


. . : . lieh fore 0 \ t VO ommunity ! 
. headliner—first time viewed on this « light before those who count in your community. In 


r any other 
. . “2,8 " ° ctr » an . +} Same ne nou “" WwW 
stage. Powdered Coal. Ever hear of it? Great indus- tructive, and at the same time interesting, reading 


tries have taken up this new form of the old fuel. Over 


17,000,000 tons of coal in powdered form were used iw WEEK'S ISSUE CARRIES FOUR CON 
in 1924, most of it in industry. Its use has advanced vention reports. Just as the market report give 
to the point where it 1s delivered to the furnace just as vou an idea of the trend of prices and conditions 
oil is, or as water is delivered to a faucet. In some cases the convention report gives you a bird’s eye view ot 
itis blown through pipes for a distance of over a mile, what fellow members of the industry are thinking about 
at various levels, passing many elbows. By many com over the country \s the national convention ap 
bustion engineers powdered coal 1s looked upon as proaches, these state conventions take on an added 
the best means of conserving our coal supply The mmportance as LIVIN some idea just what de legate 
article in this week’s issue gives a complete survey will have in mind when they take up the pilgrimage to 
of the methods of its use, with many illustrations Portland. Many important matters are coming up tor 
Questions of readers will be gladly answered preliminary discussion, and you will warit to be tully 1 
formed before you, too, turn your face to the West. Big 


. WET VENT AGAIN MAKES ITS AP things will be done at the coming convention——and thi 
pearance this week in a discussion in which six yround-work ts being laid in the state cor é, 
men, prominent in the field of sanitation take part 


Three of them are plumbing inspectors—all of them ()' KR TECHNICA \ND RESEARCH DI 
partmen } 


e the welfare of the master plumber at heart. Out t asks 1f there my particular phase o1 
such discussions must come a clearer understanding the plumbing and heating industries you would like 
this important subject and an approach to stand to have discussed in the columns of Your Weekly. Sa 
irdization in practice-—a_ simplification which will the word, and the wheels will be put in motion, Xs they 
rk for economy. Your contribution to this subject used to say, we sign ourselves, “Your Obedient 


ordially invited Servant 


[ WANT TO CALL YOUR ATTENTION \GALN 


o some of the steady, week-to-week features ot Ouse 


ur paper. First there’s the Market Report Ihe 


t 
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A **TOLEDO’’ RATCHET 
BORING TOOL IS A BIG LABOR SAVER 








A TOLEDO NO. 1A RATCHET 
THREADER FOR 1” to2 


$12% 
NET 

STATES WEST OF THE 

ROCKIES . . . $12.75 








Mention Doms 


STI 


I 


No more hacking, sawing or pounding and the usual 
‘‘botched-up job’’ when you run pipe through intervening 
timbers. 

With this ‘‘TOLEDO” ratchet boring tool you run the pipe 
through cleanly bored holes that saves all the strength of 
weight-carrying timbers, and leaves a neat workmanlike 
job. 

The bit is automatically fed by the strong steel spring con- 
tained in the telescopic barrel of the tool, and with a few 
strokes of the ratchet handle, the hole is bored and ready for 
the pipe. 

The ‘‘TOLEDO” ratchet boring tool enables you to do the 
work in less time, do it easier and better, and will prove itself 
one of the most valuable tools in your equipment. 


A postcard brings you complete details and prices. 


BUY BY COMPARISON AND YOU’LL BUY A 
“TOLEDO” 
or nae (T) resto 


THE TOLEDO PIPE THREADING 
MACHINE CO. TOLEDO, OHIO 


NEW YORK OFFICE, 50 CHURCH ST. 


NGINEERING when writing advertisers. 
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Make Wheels ora south wm” gather te 
Run Smoothly | E 


days of June and there write another chapter in the 


gether at Detroit the first four 


history of the Heating and Piping Contractors National 


\ssociation. This will be the thirty-sixth chapter; and, 


just as every chapter in its history of accomplishment, 
it gives promise of being bigger and better than the one 


Ss 


before. Last year, at Atlantic City, Secretary Gombers 
said, “Our associations are worth to each and every one 
of us infinitely more than their cost, either in time or 


As 


smoothly, and to keep us within hail of each other, they 


money, instrumentalities to make the wheels run 


are indeed life savers.” Heating contractors should plan 


to be in Detroit at that time. The program calls for 


activities that should interest every member, 


ouccess de pe nds on 
loyalty and co-operation 


One of 


Convention : 
Yiven at conventions 
ldeas 


the best pieces of advice 
and it is given 


at all conventions—is to take home 


the ideas gained and apply them. Conventions are just 
like New Year’s day to most master plumbers. They 
are resolution-making times. Conversations with the 


many members attending, speeches by men who know 
how to talk “better business,” all make the mind run 
along the right channels. The ideas, the plans, the res- 
olutions that result should not be abandoned as soon as 
the scene of the convention is left behind and the daily 
work resumed. Then is when they should be put into 


operation. 


Well done ts better 
than well said. 


Attitudes \ national director of the Na- 
a tional Association of Master 
Toward Jokes Plumbers was recently intro- 
duced at one of the civic clubs as “the man who could 
teach Jesse James tricks.” He came right back with some 
facts that, by the same reasoning, made the banker, the 
furniture dealer, the jeweler and all other solid business 
much as the master 


men highway robbers just as 


15 


plumber, The toastmastet hastened lo apologize ac 


was only having his little joke. Didn’t mean a thing 
So do most ne Wspapers hasten to apologize when the 


master plumber writes them in protest to some joking 
article that has been published 

So, it’s all in the point of view. The joker, as a rule, 
isn’t trying to malign the plumber. And, im many case 


the plumber is the only one who hears or reads thos 


jokes who feels that any maligning has been done. It 
is a good thing to take advantage immediately of such 
an opportunity as this national directot to present 


had 


to a group of business men facts that give the he to 
such statements. It is a good thing to call a newspapet 
whose editorial policy is offensive and harmful to. the 
plumber, But it is a good thing, too, to remember that 
most of these jokes “don’t mean anything’—that the 
best Way to make them fall flat to take the attitude 


that they don’t 


v . The April bulletin of The Minneapolis 
ee oe _— 

. Retail Plumbers’ Association contained 
Snappy 


mon. It might be called that because the name of Rev 


something that might be called a set 


Roy L. Smith accompanied the paragraph. Rev. Smith 


had something to say about price-cutting. His short and 


snappy “say” stands on its own feet. Here it 1s 


Price Cutting 
Never did anyone any permanent good. 
Is an admission that the first price was too high, 
anyhow. 


customer are vetting a 


¥ 


unnecessary if yout 


fair deal. 


J 


a poor way to establish public confidence im 
your business 

Is easy to start and hard to stop 

Is inefficiency’s last resort. 


Is the first step toward a receivership 


That certainly tells what price-cutting 1s. It should 
hould be 
bic 


be pasted on everyone’s estimating desk. It 
read before a bid is turned in on a job. If it 1s, the 


will be right. 











Over 17,000,000 tons of coal 
used in powdered form dur- 
ing 1924! In this form coal 
may be blown through pipes, 
past many elbows just as 
oil and water flow through 
pipes. Heating contractors 
everywhere are interested in 





Were Gere 


POWDERED COAL 


By E. W. 


S it possible to burn powdered coal under domesti: 
| heating boilers and do away with all the dirt and 
hauling of coal, also the smoke nuisance? 
This question has been asked of the writer a great 


many times. The answer was always “‘YES.’’ But not 
being in a position to give the facts to support this ‘Yes, 
This 


has been going on for months and forms the basis of this 


we decided to conduct some extensive research 


article It is impossible to give all the data collected in 
one issue of “Domestic Engineering,’’ but we shall present 
the most essential points, in order to enable our readers 
to understand the problem better, and at the same time 
to get a viewpoint of the tremendous possibilities of this 
old fuel in a new form 


coal is now conveyed from place to place 


All that 
powdered coal will flow from the 


Powdered 
is necessary is the opening of a 
pipe like 


through pipes 
valve and the 
accomplished by a 
simple arrangement Fig. 1 This 
nothing more than a screw and a blower with the hopper 
the 
this 


water from a faucet This is very 


shown in machine is 
over the screw which takes the powdered coal from 
machine, the 
powdered coal and air is blown through the 


pulverizing mixes air with coal, and 


mixture of 
the 


valve, 


simply 
the 


16 


pipes to boiler where it is to be used By 


opening a this mixture is released through 


RIESBECK 


the furnace where it may be ignited by oily 
Waste or paper just the same as gas and oil are ignited 
If the fail of the 
returned to the storage bin. 

At the 
pipes 


), and 


nozzle into 


furnace should to operate, all coal is 


writing, powdered coal is sent through 
(see Fig 


present 
in this manner, a distance of over a mile 
taken by the manufacturers of 
this distance. 


9 


steps are being 


such machinery, to increase 


WILL NOT MIX WITH WATER 
conveying 


NE feature which aids materially in the 5 
of powdered coal in this manner, is the fact that it 


will not mix with water. A handful of powdered coal 
thrown into a pail of water cannot be stirred into the 
water, neither can a dough be made of this product 

It is true that powdered coal will absorb microscopic 


particles of water, but when conveyed by the pneumati 
system above referred to, the possibilities are greatly 
lessened [t requires from % oz. to 20 Ib. air pressur¢ 


to convey powdered coal through pipes, depending entirely 
the If we consider 
millions of year, and 


upon distance it is to be conveyed. 


the dollars wasted in coal every 


the refuse left at the mines, we cannot help but look upon 


powdered coal as a logical means of conserving our 


tional supply 
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sts made of the various lowest grades of coal such as 
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te, slack, low grade screenings, mine waste, etc., have 8 boilers in Parsons, Kans., 


ed that when these are powdered, they are as valuable taken as the successful starting 
in this form In 1917, 5 more 


ump coal 


Tests conducted by the 
ribed in circulars issued 
show that coal requires about 10,000 times its own 





1.—Screw, hopper and 
after it is mixed with air. 
distance of 


volume of air at atmospheri« 
60,000 times its own volume 
tures, Which gives the reader an idea of the great amount 
air necessary for proper 


you will agree, can 


manner, by the use of powdered coal 


between 80 and 82 per cent 


by this Bureau from time to Co 


if is blown in many cases a 


over one mile 


temperatures, to form about 


combustion 
provided in a much better 


S. Bureau of Mines, and under 5 250 h.p. boilers in 
Buffalo, and 5 more in 


Klectric Railway & Light C 


1918, 6 more installations followed 


have continued to increase 
boiler horse power! 


COMBUSTION 


FYNHIS tremendous success 
the fact that complete 


The losses therefore are very 


for blowing powdered coal 


of gas at furnace tempera 


big. 2.—Airplane view of American 


This amount of 


The efficiency ob 


tained in boiler furnaces fired with powdered coal range Increased boiler ratings, much 
firing, have been obtained in almost 


Powdered coal has been in use in the cement industric will note from the test data 
since 1899 with more or less grattfying results. Numerous presented in this articl In 
experiments have been made and eventually, in 1911, the Warren, O., boilers are operated 

> of powdered coal was pronounced a success In 1916 200 per cent above rating 


iii 


] 
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REEVES POWDERED FUEL CO. 





MINNEAPOLIS. MINNESOTA 


“WHITAKER SYSTEM” 


a 


Fig. 3.—A truck for delivering powdered coal for domestic use 


the M. K. & T. railroad installed 
and 


installations of powdered coal 


we are operating with powdered 


powdered coal 


Also all grades of 


even the lowest, can be burned 





posvdered coal is carried in pipes 
annealing furnaces, under boilers 
furnaces 
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The amount of labor required to fire powdered coal i 
less than with stoker and a great deal less ash is to be 
handled, due to almost complete combustion The ease of 
control of operation is one of the outstanding feature 
of powdered coal In 1924, 17,500,000 tons of coal were 
pulverized for heating purpose 

You will ask the question, “has powdered coal been used 
before under small domestic heating boilers?” The answer 

YES.” Look at Fig 


delivery truck, the hopper of which is filled with powdered 


howing a powdered coal 





Vig. 4.—Coal pulserizver planned on the unit system for pro- 
siding pulverized coal where there is no central pulverizing 
plant. Conl is fed into the mill without being dried and 


pulverized by the impact of revolving paddles or hammers 





coal This coal is carted to the place where it is used 
and is discharged into storage tanks From the tanks it 
is withdrawn by blowers and discharged into the furnace 
f the heating boiler This system is in use in Minne 
apoli Minn., as you will note from the advertising on 
the ide of the hopper 

Iam looking forward to the next step which will prob 
ably be the delivery of coal to the furnace by an under 
ground piping system 

It has been said that powdered coal is explosive and 
dangerous to use This is true but so 6is) gasoline 
kerosene, dynamite, benzine, artificial gas and many other 
products in daily use Still we use them. The danger of 
explosion is not considered because we KNOW HOW TO 
USE THEM That is just exactly the case with powdered 
coal. We KNOW now, HOW TO USE POWDERED COAL 
and thus the danger of explosion is not a factor any 
longer, provided we use the same care that we exercise 
in the burning of other fuels 

If coal is fired by hand or if a chain grate or stoker 
used, each lump of coal in the furnace must be broker 
into powder by the heat in the furnace in order to burn 
Sufficient air to aid the process of breaking up these 
lumps of coal must also be admitted to the furnace A 
large number of valuable heat units are lost in the break 
ing up process, and therefore, are no longer available for 
heating Of all coal mined and burned under boilers, we 


can save almost 25 per cent by pulverizing it 


THE COST OF POWDERING COAL 
XHE WRITER has been asked frequently about the 
‘T cost of powdering coal In order to be able to give 
our readers accurate figures, we asked some manufac 
turers of pulverized fuel equipment to send us data otf 


the cost of powdering coal This table shows that the 
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cost of this operation runs between 30 and 46 cent 
ton, according to the size of the plant and its locat 
These figures include all labor, power, repairs on 
erating material, ete From the above you will note t t 
the saving is a great deal more than the cost of | 
verizing because the lowest grades of coal can be utili: 
and a greater efficiency is assured 

On a test of a 250 H.P. boiler, 353.2 H.P. were 
veloped and the actual evaporation per pound of coal 
fired, amounted to 19.3 Ib See table of tests of operat 
efficiencies of pulverized coal-fired boilers using vari: 
grades of fuel 


A pulverizing machine which has met the demand f 


an efficient and economical method of powdering an 
applying pulverized coal to small furnaces and high pre 
sure boilers, is shown in Fig. 4 This unique outfit 
30 simple that anyone can operate it It requires very 
little space and combines the crusher pulverizer, blower 
and mixer all in one unit Coal is fed from the hopper 
in quantities as desired by the operator, thus the supply 
and with it the steam pressure desired is under his con 
stant control The fan produces the necessary air, mixes 
it with the powdered coal, and discharges this mixture 
through the nozzle into the furnace 


A CENTRAL PLANT FOR POWDERED COAL 


MORE simple method could hardly be devised than 
A the one described at the beginning of this article 
where the coal is pulverized in a central plant and dis 
tributed to the individual consumers through pipe lines 
The simplicity of a powdered coal installation is really 
mervelous as will be noted by looking at Fig. 5 The 
boiler is bricked in and no other apparatus save the nozzle 
through which the powdered coal is discharged, is neces 
sary Air in sufficient quantity to secure proper com 
bustion is drawn in around the nozzle The hot flame 
is discharged downward and spreads out in the combustion 
chamber before traveling upward through the tubes of 
the boiler 
Fig. 6 shows a pulverizer that has proved successful in 





ig. 5.—Showing an individual pulverizing unit installed for 
a 300 H. P. boiler 


all the years it has served the cement industry, and tli 
service in cement plants is among the most severe and 
exacting. The coal is pulverized between the balls show! 
and the grinding ring, against which these metal spher: 
are forced by centrifugal action. The balls are unattached 
but are propelled around the ring by 4 arms keyed to t! 
shaft in the center. The coal is fed to the hopper « 
the top, and by means of the screw conveyor on the | 
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sid the finished product is delivered to the mill The 
finely powdered coal is drawn by a fan through a_ fine 
mesh screen, and is then ready to be delivered to the 
feeder and air mixer shown in Fig. 1, from which point 
it is delivered to the pipe lines leading to the various 


furnaces 











used in large plants 


Fig. 6—A pulverizer 


The amount of powdered coal used prior to 1924 for 


various purposes can be judged from the following table 


Tons per year 


Manufacturing of portland cement 5,000,000 


Iron and steel industry. . 3,000,000 


00,000 


te 


Copper production 
of 


heating 


_ 


Generation steam. 500,000 


Domestic and other purposes 1,000,000 


The amount of powdered coal used in domestic heating 


is increasing rapidly 


The writer has investigated several furnaces in which 
powdered coal was used, the owners of which claimed that 
the process was a failure This investigation has shown 
that in these cases, the pulverizing process was not carried 
on successfully. The coal was too coarse Chunks of 
coal were discharged into the furnace and piled up in a 
heap, being too large to burn while in suspension This 
cannot be used to criticize the process 

The best results are obtained when the coal is pui 


Verized fine enough so that 85 per cent will pass through 


a 200 mesh screen 
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COST OF BURNING POWDERED COAL 
N upproximate comparative cost) between oil and 

A powdered coal can be worked out from the follow 
Ing statement 

Taking fuel oil at a cost of 5 cents per gallon, and coal 
at a cost of $10.00 per ton, 1 cent’s worth of fuel oil 
will produce 28,000 B.t.u one cent worth of coal will 
produce 28,000 Botvu 

From this statement it will be easy to figure cost of 
operation The cost of handling of coal and oil must be 
added in order to have accurate figures on which to base 
the cost of the B.t.u. delivered, The furnace temperature 
obtained by the use of powdered coal have been as high 
as 2,700 to 2,800 deg. F 

A government test made at the Oneida street station 


Electric Railway & Light Co., as re 


No. 233,. 2 


Milwaukee 
Bulletin 


of the 


ported in ive complete data on 30 


tests, and this bulletin can be obtained by applying to 
the Director, Bureau of Mines, Washington, D. ¢ Another 
installation at the Clark Thread Co., plant in Newark 


Me. Gas during it 


Average 


has shown remarkable result operation 
maintained 
ed 


pow dere d 


rating of 175 cent is con 


this 


boiler per 


stantly, and at peak loads rating is increas to 250 


per cent and over, which proves that a coal 


almost emergencte 


talled 


plant taking care of any 


that 


is capable of 


may arise if designed and in properly 


Tests of Operating Efficiencies of Pulvericed- 
Coal-Fired Boilers Using Various Grades of Fuel 





¢ | } ‘ 
. a es oo 
b F dg Fg |} Regee H Hasdenh 
+ Paw at 
ft } 1 e ~ ‘ 
j 
» { . ! oe Lyk Pre 
Ke t and Db ‘ 
‘ ! a ei w ! we 
Teureaatvne 
1 { F | ‘ ‘ ‘ ‘ 
Tempe ( Deg | 553 3 ms sas 450 @ ‘ 
Tempe t Wa alt Deg t ” até w a0 
1 {Ge - Deg F } ren 405 6u sae 
! f } te etiwo : vSMy nn Ls ‘ 
Hovery Q ’ | 
al asf I | sou ~ ; ne 1170 " 
Water Eve I | 406) } ‘ a] lowe ee 
Pe tt . om 1 16 1 036 yes “in 
‘ | 
3 Evaporstion per | Lhe) f and at ag 
Deg F ' e190 olsen a linee e 
16 BA P Developed | mse? | ens) ass¢ a4 63) 
BH P Rated j 1908 43068 “0 x soe 
‘ . D ‘ es “us ‘ e 
t “y 
Actual Ev apo wri { ! o me “7 ‘ ri 
18 Equivalent Evaporation ffom and at 212 Deg F ' 
vel f I ¥ { i we 4 
eves b 
A i f nT } pees lisee isis? leone owe 
bef ‘B Furnace & Supe 1 hasedt 
sl ae =e os me os 
4 \ last pa CO4g ss 78 is 7 10 
0 to 5. 
co oe - 
Pr al delivered < 
* 1 ‘ 
4 0 3 4s 33 se 
’ we ® 9 36 
\ ‘ iw} oun 4 
; eit ; 
THE SMOKE NUISANCE 
PYAHE SMOKE nuisance is a serious matter in section 
of our cities where industrial plants are located, and 
in the larger cities like Chicago, New York, Philadelphia 
Boston and Pittsburgh. Skyscrapers, in which are located 
large power plants, to serve the needs of these building 
contribute a great deal to the smoke nuisanees Thi 
smoke not only pollutes the air but destroys yearls 
millions of dollars worth of property and goods in the 
department and other stores 
In discussing this matter with a large number of chief 
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enginee! in he loop district in ¢ iz fhe writer sug 
moke 


the installation of a central pulverizing plant and that 


gested that this nuisance could be eliminated by 
pulverized coal could be distributed through pipes under 
ground to the various buildings This idea was received 
with great cnthusiasm by the men in charge and, no doubt, 
vould elimir 


ite the smoke nuisance as well as prevent the 
destruction and property damage above referred to. The 
entral pulverizing plant might be absorbed 


na fe ar by the aving in the cost of coal, the 
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handling of coal and ashe and the elimination of s 
and smoke In the large cities such a step would Ip 
in the solving of the traffic problem by eliminating the 
coal wagons from the congested districts It would 30 
solve the ash-removal problem In many places, small 
individual pulverizing plants as shown in Fig. 4 might 
he used 

Any of the readers of “Domestic Engineering” ho 


further information, are requested to addr 


desir« 


“Domestic Engineering’? and the writer will answer 


Photographs Boost Window Sales 
By ALFRED G. KING 


HE SALES value of photographs is recognized in all 
directions We find them used in advertisements, in 

newspapers and periodicals, in catalogs and circulars 
Advertisers are making greater use of photographic illus 


trations than ever before Real estate men, concerns 
elling building material of various kinds, lighting fix 
ture and hardware manufacturers; all use photographs 
as sales helps. The average person believes that a photo 
graph does not lie and it tells the story more quickly 
than it can be told in any other way. Showing a photo 
graph of an object which is being discussed is the quick 


est way to “‘back up” a line of sales talk 


keep a 
record showing th 


General contractors frequently weekly or 


monthly photographic construction 


growth of a bridge, building or other operation on which 
they are working and use these 
which 


There are many cases where the plumbing or 


pictorial records to con 


firm estimate on periodical payments are ad 


vanced 
heating contractor can make similar use of photographs 

So many ways are found for using photographs ad 
vantageously in advertising or as sales helps, that it is 
rather a difficult matter to select or suggest any special 
methods for the particular use of the master plumber 


or heating contractor Among the several ways that 


photographs can be used to earn real money, two or 
three are worthy of special 
foremost is their use to 


profitable 


consideration First and 
make window displays 
Used 
display of photographs will increase window sales 


more 


attractive and discriminately, a neat 


THE GREAT VALUE OF PHOTOGRAPHS 
using photographs as a part of a 


NHE VALUE of 
window display can not be They 


are being used more and more in this manner by pro 


overestimated 


gressive concerns as high class methods of advertising 
A sample heating boiler, instantaneous hot water heater. 
or a particularly attractive plumbing fixture may be used 


as the central figure of the window display This may 


be flanked on either side by groups of photographs of 
residences or buildings in heating or 


which plumbing 


ystems have been installed by the contractor Display 
boards, possibly 2x3 or 3x4 in size, can be covered with 
tinted art paper or 


ground for the pictures 


colored burlap for use as a hack 


AN EFPPECTIVE WINDOW DISPLAY 
central photograph of a group should be an 


ie fa 
exterior picture of a building If interior views of 


fixtures or work are shown these should be grouped 


‘round the central picture; otherwise the entire group 
may be exterior photographs of residences or buildings 
These photographs should be neatly mounted on attrac 


live cards and tacked on the display boards A legend, 


possibly typewritten, should be pasted on each card 


mount below the picture. As a suggestion the legends 


for this purpose may read as follows: 


‘Residence of Mr. J. R. Lake Ave 
heated with a No Boiler and ten radiators 

‘Residence of Mr. John Smith, Parkside \ 
No . Boiler and twelve hot water radiators 


1 


kept this house comfortably warm the past sever 


Brown, 


tons of coal.” 
Wm. Davis, Oak Terrace \ 
Florida climate was maintained in this handsome 


winter using 
Residence of Mr 


home the past winter with one of our up-to-date 
Heating Systems.”’ 

White, Roosevelt Boule 

vard. Come inside and see samples of the beauti 


“Residence of Mr. L. C. 
ful plumbing fixtures we installed in this modern 


home.” 
those that may be 


Many other similar legends covering certain sys 


These legends are suggestive of 
used 
tems or phases of plumbing or heating work that has 
been installed will no doubt come to the mind of the 
contractor who adopts this method. of making a window 
display. Often a letter of commendation from the owner 
of a building, expressing satisfaction with the work done 
or with the attention and consideration given him by 
the contractor, can he attached to the display board by 


the side of the photograph of the building in which 


the work was installed Recommendatory letters used 
in this manner are compelling and forceful sales helps 
SELLING A TYPE OF BOILER 
YOME heating contractors favor and sell a particular 
S make or type of boiler and use it on work when 
other boilers are not specified. In a case of this kind, 
a sample boiler of the favored type may be used as 
the central figure of the window display. To “hook 
up’’ the boiler with the photographs and to give a bright 
ening effect to the display, narrow ribbons may be run 
from the display boards to the boiler or to a third dis 
play board suspended above it. In the event of using a 
third display board in this manner, we suggest a long 
panel shaped board covered with the same colored paper 
or material as the larger display boards. A photograph 
may be mounted at either end and in the center a plainly 
lettered card reading: 
“The boiler is the heart of the heating system.’ 
“The 


ciency and economy.” 


right size and type of boiler means effi- 


“Our guarantee accompanies every installation 
We fit the boiler to the job.” 
This or some other similar legend will drive hi 


the message of competency which the display conveys 
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‘The Drawing Problem 


HE elevation presented 
taken together repre 
problen In the elev 
hown complete, although w 





Lisle Shinrock, 


elevation on 


In the 


the opposite 


show only the differ 
ent floor with th 
fixture in ex ly the 
ime locations a n 
the completed eleva 
tion 

The proposition 
calls on you to com 
plete the incomplet: 
elevation in cor 
rect a manner po 
sible Do thi work 
according to your 
own conception of 
good work, not ne 
essarils according 
to the ordinance of 


Rademacher, 
Chester, N. J. 


H. A. 


Omaha, 


Nebr. 














Woe. f Herman, Newark, 
XN. J. 
ime 
‘. i O 7 






































on this page and the next your particular city, state or province. 

sent our regular plumbing Show sizes of all stacks, but not of individual 

ation below the work is ind vents 

ith a multitude of errors Watch out especially for the sewer connection the 





L. M. Hewett, Greensboro, \. ©. 


septic tank, the cellar 

7 drainer and the rain 
leaders 

On this page are 


pictured 
of the 


just a few 
many hun 
Class 


dreds of mem 


bers It is inspiring 
to look upon. the 
faces of these men 


who are pioneering in 


the art of better 
plumbing All of 
them have had their 
training as masters 


plumbing inspectors 









































Chase, 


Philip H. 
wich Port, 


san 
eon 


tio! 
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sanitary engineers and allied vocations, but they like to send their photographs in for publication in connection 
come back and brush up once in a while under the dire with the Class articles. The photographs will be taken 
tion of the Schoolmaster. care of and returned in a short time Send in your 

Members of the Class wherever located are invited to photograph today with your name and address on the back 
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Fig. 2 








Mitt MARVELS finds a master who ts 


NOT 


“Loo Busy 


to do many things tor the industry 












ID YOU ever hear of the man who ‘couldn't see The chap who is really getting things done may be 
the forest for the trees? His first cousin is the susy as a bee, but he has time for constructive thinking 
plumbing and heating contractor who can't see and work He has time to see that his association is 
business for the business details Too many of us fall worth something to him He makes time to place his 
into the habit of short-sightedness We lose sight of, not industry before the public in the most favorable light 
only the bigger problems of our industry, but of its rela possible He absolutely refuses to bury himself in the 
tionship to our community at large 'etails of the day to the point where he loses touch with 
Most often, — have found in mv experience, this lack the interests of his industry as a whole 
f lare ! vhen nan | been bitten by During the winter just passed, the ‘‘Ledger-Dispatch,’ 
he too bu bu | tried 1 interview retail mer of Norfolk, Virginia, published an editorial under the 
hants from San heading, “Cold Weather and Fires.’” John J. Shan- 
Francisco to New ahan, of Norfolk, is president of the Virginia 
York, and had them John J. Shana- Master Plumbers’ Association. He is a member of 
tell me, “Too busy han, president several community and civic clubs. He is an effi- 
Well, if you're a of the Vieginin cient manager of his own business. 
Association and 
cub reporter, and  eenialinor He, with his habit of viewing his business and 
you've been told to of ability his industry from the vantage point of a man who 
go get a story. vou won't be swamped by the day’s work, saw in the 
don’t give up at the editorial an opportunity to further an appre 






first attempt. So you 


switch the conversa 
You try an 
You 
tart off on an iten 
of the 
Mavhe 


chant 


tion 
other tack 
day’ news 
your ner 
savs he's too 


daily 


and then proceeds 


busy to read the 
paper 
vou what 


to tell wrong 


with the way it('s run. Or 
having been posted mn 
the fact 
chant 


this or 


that the mer 
hobby of 

tart off 
And no 


direction 


makes a 
that vou 
on that line 
matter in what 
vou hear that 


Too 


vou turn 
old 
Ry the 


story busy 


time he has aired 


his views, he has taken 


more than enough time to 


give you the story you 
want 


DON'T BE “TOO BUSY” 


HE point is, that when a 
| ps gets “too busy” it’s 
really nothing more than a 
feeling that he has so much to 
do that the 


in hand can’t be 


particular matter 
attended to 
in spite of the fact that he has time for all sorts 


ciation 











Po 


The 


establishment 


Shannhan 


of other tion, sometimes installations were 


in the public mind of 
the right kind of heat 
ing installations He 
and dictated 


the 


sat down 
a letter to editor 
of the paper 
CONSTRUCTIVE 

PUBLICITY 

E EXPRESSED 
H his appreciation 
for the editorial. Then 
he went on to point 
out that the fire hazard 
the 


was increased by 


manner of installation 
and operation of heat- 
ing 


plants. Speaking 


heating contrac- 


who 


as a 
has’ been 


time to 


tor, 
called in from 
time to give his opin 
ion as to the cause of 
fires, he 


the 


pointed out 
instances in which 
faulty installations 
were responsible. He 
gave particularly 
points needing consid 
eration; and in closing 
the fact that 
under heavy competi- 


stressed 


made with a view to 


things In that spirit, he finds that he hasn’t time to price rather than quality or safety 

read his trade papers But make a mistake in spelling his Mr. Shanahan frequently takes an opportunity of this 
name, and you'll hear of it! He hasn't time to join his kind to give his views to the press, and enjoys a nice 
association, he says, but he knows what is wrong with volume of favorable publicity from this source. And it’s 


the way it is carried on. Frankly, it’s a pose lots 


of times 


24 


the kind of publicity which not on 


ly is favorable to hin 
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self as a heating contractor, but to his brothers in the 


I is never too busy to deliver a talk on sanitation 
before business men’s clubs, housewives’ leagues, etc., and 
from these talks receives favorable reports in the press. 
And it is to be noted that these talks are invited. Mr. 
Shanahan has won a position in his community by his 
conduct of his business, his public-spirited viewpoint in 
working with civic organizations, which brings with it 
the privilege of being thus of service to his industry 

Don’t get the idea that Mr. Shanahan neglects his busi 
ness because of his efforts outside of it. We all know 
that kind of a business man. jut the same keen appre- 
ciation of the opportunities for forwarding his industry 
by publicity, is present in considering the opportunities 
which are presented to him as a merchandiser. 

it would be interesting to know, for instance, to just 
what extent he profits by making use of the advertising 
material furnished by manufacturers. He has carefully 
compiled a list of about seven hundred names from the 
telephone directory, the membership directory of the 
Chamber of Commerce and of business men’s clubs. With 
the sales letters furnished by manufacturers, on his own 
letterheads, he keeps a steady contact with these prospec- 
tive customers. 

I am particularly interested in the variety of envelop 
stuffers he has on hand, each one calling attention to some 
accessory to the plumbing or heating in the home which 
will bring additional comfort to the housewife. These 
stuffers cover accessories from tank bulbs to hot water 
heaters—-if they can be called accessories. At any rate, 
in every envelop he can place something of interest to the 
recipient. If it’s going to an office, there’s a circular on 
coolers and drinking fountains. Those stuffers cover the 
whole field. 
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WHY CARRY ACCESSORIES? 


ATURALLY in his store he carries accessories It 
N was interesting to me to find him expressing a 
thought I have heard from other plumbing and heating 
men. When asked why he thought accessories should be 
carried he said, ‘‘Because it brings new people into the 
establishment, makes new customers for larger sale pro 
duces additional profit for the business, and * this is the 
important part ‘‘compels the proprietor to be a merchant.” 


It does just that When you carry accessories you don't 


care to have your money tied up in stock, Waiting for 
people to ask for things You begin to think about way: 
and means of moving your stock That merchandising 


and from the merchandising of accessories the alert 
dealer quickly perceives the value of merchandising hi 
whole service 
Here is Mr. Shanahan’s recipe for keeping custome! 
once they are gained: ‘Efficient, clean workmanship and 


service, prompt service, prompt billing, charging for 


‘service’ and not ‘labor,’ courteous treatment from office 
and employes, best quality material, first-cla mechanic 
teaching employes to be salesmen, fair treatment of cu 
tomers in case of disputed bills: a real, earnest desire to 
be considered just, honest, efficient and reliabl We reply 
promptly to inquiries, and we never fail to keep an 
appointment.” 

He adds with modesty, “An attractive personal appeal 
ance.”” ll pass it by with the simple remark that he 
has. “I always keep before my employes and customet 
he continues, “the fact that for the results obtained our 
price is low. That we are engaged in the most important 
business in the world. Our conduct personally and in 
relation to ourselves, employes, customers and competi 
tors should be of the highest ethical character I never 


(Continued on Page 33) 








Where merchandising sells a nice volume of accessories 








R. M. STARBUCK, Jr., here presents the discussion of six men, 
prominent in the field of sanitation, on the subject of the wet vent, 
interest in which is constantly increasing. A wet vent occurs when 
the horizontal part of the vent is run below the water line of the 


fixture. 


Sometimes it is called a ‘“‘Combination waste and vent.” 


Do you think this is a good term? This article has as its purpose 


the taking of one step more toward a clearer understanding of 


this important subject. Read what these men say, and join in the 


Discussion of the WET VENT 


ST recently five communications 


with descriptive drawings have 

come to the writer on the subject 

of wet vents, three ofthem from plumb 
ing inspectors of important cities. 

Whether this type 


tirely desirable or 


of vent is en- 
not is certainly a 
debatable question, but nevertheless 
it seems true that discussion of this 
subject constantly increases, showing 
a growing interest in it on the part of 
many who have the welfare of plumb 
ing at heart 

Intelligent discussion of every 
phase of this trade of ours is the fin- 
est thing we can ask for it, and even 
tually is certain to come out of such 
discussion a clear understanding and 
correct decision. 

It seems to us that the momentum 
imparted to the wet vent discussion 


that has been noticeable for the last 
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Walter H. Smith, Plumbing Inspector, Wil- 








Fig. 1 








mington, Del. 





Pd 


six or eight months, is due primarily 
to the sensible recommendations re 
specting its use contained in the re 
port of the United States government, 
published last spring by the Depart- 
ment of Commerce, and which we 
have repeatedly quoted and referred 
to in these articles. 

Figs. 1, 2, 3, 
to acknowledge as coming from H. R 
Simmers, plumbing inspector of Van- 
couver, . 


4 and 5 we are glad 


No explanatory matter 
came with these drawings, and there 
fore, if we make some wrong guesses 
we hope that we shall be excused, as 
our intentions are O. K. 

Figs. 1, 2, 3 and 4, as we take it 
show the Vancouver method of in- 


different 


stalling the plumbing for bungalows 
under layouts of 


kinds 
Figs. 2, 3 and 4 show wash trays and 
toilet in the cellar. 
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The Classic = 
a daylight saver 


Now is a good time to sell Classics. 
Many parts of the country are on Daylight Saving Time 


That extra hour of daylight in the evening is too precious 
to be wasted washing dishes. 


The Classic, with its wonderfully handy hose and spray 
attachment makes the job a quick and easy one and gives more 
time for outdoors. 


Dozens of women in your town will welcome the Classic in 


[he Quaturn Renew- 








able Workir Unit ° , . 
apt tage an A pen their kitchens as a daylight saver and an all-around labor saver 
electric bulb. Everlast- 
ing because seat is re- . ; 
ewable as well as With its patented adjustable arms you can put one in any 
washer. : Z / —sae a © 
home in about twenty minutes. <a AME 
eS 
ee? raul ges 
For complete information, illustrated a LF, > 
catalog and display material, write Cy ro ~~.) 
~ 
NS Teaw ee 


The Chicago Faucet Company 
Patented Adjustable 


2700-22 N. Crawford Ave. -:- Chicago, Ill. eae 





The Classi t made 
with supply arn ad- 
istable : hat it will 
fit any sink. This is an 
exclusive, patented fea 
ture that makes sale 
possibilities unlimited 
and shorten the work 





installatior 


FAUCETS 
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i ‘ 3 wae This illustration is also appearing 
in our national shower advertis- 
ing reaching more than 2,000,000 
homes. 


He’s Traveled For Days ~ ~ 
But Had His Shower Every Morning 


Kven railroads are now adopting showers and installing them in 
many of their through trains. What a change from a few years 
ago When shower bathing was regarded only as a fad! 


\s we view this turning movement toward shower bathing and the 
tremendous increasing number of shower installations, we are glad 
that once we started to popularize shower bathing through our na- 
tional shower advertising that we continued it. Through it we have 
made a market for the plumber for something which he both sells 
and installs. 


SPEAKMAN COMPANY 


WILMINGTON, DELAWARI 


SPEAKMAN SHOWERS 


and Fixtures 
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In Fig. 1 the water closet and bathtub are wet vented; 


in Fig. 2 the bathtub and two basement fixtures are wet 

vented; in Fig. 3 this is true of both basement fixtures 

and the bathroom toilet; and in Fig. 4 only the two 
7 


water closets are thus vented. 

A close study of these four layouts is in- 
teresting, for they show a clever arrange- 
ment of connections calling for a minimum 


outlay of labor and material, and this 
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that the Wilmington methods 


considerable 


We have to 
in several open to 
this with no intent 
rather welcome the opportunity to 
these three 


are 
criticism. We 
offense, but 
things, 
typical 


admit 
aspects 
whatever to 


say cause 


criticize these 


for as shown in drawings they are 


of the 
the same 


practice of quite a number of cities Exactly 


errors appearing in these drawings appeared 


“Schoolmaster’ drawings, and 


they all 


five of the 
that 


recently in 


the peculiar thing is came from cities lo 


cated in the same section of the country. 
that the 


The same thing 


In Fig. 6 we do not consider two urinals 


have any vent whatsoever. may be said 
of the 


lavatories in 


bathroom lavatory in Fig. 7 and the bathroom 
Fig. 8. 

In the case of 
6, it 


leading 


these lavatories and the urinals in Fig 
clear that the 


is the 


should be entirely waste connection 


from the long arm of a_ perfect 


the 
arm, 


trap 
section of 
the 
contents of the 


the trap representing the 
present for 


middle 
that all 
the siphonage of the 


siphon, 


short and conditions are 


trap, either from 


the discharge of the fixture itself or from the discharge 


of other fixtures on the same branch In order to break 
this siphonic action, air must be admitted to the siphon 
at or near the crown. You will observe that in these three 
drawings there is absolutely no provision for the admis 


sion of air at the right point, and we for this reason feel 


that there is in each instance a first class chance for 

siphonage. 
In Figs. 7 and 8 the bathroom connections are not 
what they should be. In the first place, the connection 
of the bath and lavatory into the closet 


The cost of 
connection of these fixtures into one of the 


bend is no longer tolerated 


types of “crowfoot” drainage fittings is 


not enough greater to be worth mentioning, 





should really be the aim of every plumb- 
ing code, provided of course, that the gain- 
ing of these ends does not sacrifice any- 
thing in sanitary excellence. 


The dotted lines in Fig. 4 show an alter- i 
native method of running the vent piping. ; 





Y) 


and would add tremendously to the quality 
of the work. In Fig. 8 the two lower water 


closets and bathtubs should be separately 
4 show excellent 
Also 


in Fig. 8, the first floor sink should be vented 


vented. Figs. 1, 2, 3 and 


methods of making such connections. 
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CONSIDER THIS INSTALLATION 


a. 5 shows the plumbing for a four- Fig. 6 


flat apartment house. 

An important feature in each of these 
is that every vertical line of pipe used as a wet vent is 
2 in. in size. 

We sometimes hear the opinion that 
vents may be O. K. under some conditions, but that their 
the case of such fixtures as kitchen sinks is of 
doubtful value. We believe there is something to this 
argument, but when installed as in the case of the stack 
at the right in Fig. 5, it seems to us that they are un- 
der as favorable conditions as The connec- 
tions for the four bathrooms in this illustration are well 
arranged. 

Walter H. Smith, plumbing inspector of Wilmington, 
Del.. has submitted several corrected drawings in the 
“Schoolmaster and His Class’’ problems, and the writer 
him asking him to submit sketches 
wet vent practice in his city. This brought 
the following response:—~‘‘In answer to your letter in 
reference to the method we employ in this city in in- 
stalling layouts. It is a 
Pleasure to forward this information, and I am glad to 
see that my drawings have created an interest. I am 
on the lookout for all criticisms on the drawings which 
I submit.” 


five elevations 


expressed wet 


use in 


possible. 


recently wrote to 


showing 


wet vents, I enclose several 


and 8. 


Mr. Smith’s drawings are Figs. 6, 7 


nenene WHAT DO YOU THINK OF THIS TRAP? 
E have never seen just the type of 
WH ann trap shown in the Wilmington 
drawings, and truth to tell, we are not favorably impressed 
with it. While it seems apparently to have a very deep 
seal, it seems to us that the trap provides altogether too 
large a space for waste to stand in, and too great a fouling 
area. 
In Fig. 7, the floor sink or mid 


first lavatory on the 
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Fig. 7 
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die stack presents an interest- just been discussing, s! n in 
ing question. To all intents Fig. 7 Lack of in tual 
and purposes, this fixture may — —_—— vents is particularly f 
seem safely wet vented by the able on the stack sery yur 
stack into which it wastes, but slop sinks ond four kitchen 
that is not actually the case sinks. According to ou idg 
The government investiga ment, all fixtures on th tack 
tion and experimentation cov should be vented except those 
ered just such features as this, on the top floor 
and without going into detail Among other feature oO be 
on the subject at this time, 4 criticized in this elev: n is 
they arrived at the following b ommeee Y the use of a single trap the 





conclusion, 
of the 
sary to back vent individually 


hown on page 176 


report “It is neces 


three sets of wash tra ind 
a 
, the passage through t root 


of pipes smaller than 4 








or in groups all small branch In the Jan. 3 article there 
waste lines connecting directly was quite a bit of discussion 
into the stack below a water as to what a wet vent really 
closet on the same stack to is, and the suggestion was 
protect fully the seals of traps made that a better term than 
on such branches.” . seeite: YY “wet vent” might eventually 
The use of wet vents is a i be hit upon. Now comes (} 
fine thing, we believe, when 4 Musselman, of San Francisco 
the conditions existing are , with further interesting dis 


favorable, but when conditions 
the vent 


may become a very bad propo- 


are not right, wet 


cussion He writes in part as 


follows: “I have read with in 


terest the article 


entitlec 

















sition ‘Venting Methods,’ by Mr 

In a future article, perhaps Starbuck, in the Jan. 3 issue 
the next one, we mean to pre , The correspondence mentioned 
sent and discuss the most im } , ea shows that there is a differ 
portant and interesting parts ence of opinion as to what a 
of the government experi J wet vent is. On page 25, under 
ments covering the point we 7 the heading ‘What is a wet 
have just brought out and sev vent?’ the first paragraph 
eral other features along the points to Fig. 2 as giving an 
same general line « ) example of the general con 

We wish to point out again, . + ception of a wet vent, but sug 
that criticism such as we have Fig. 8 gests that a better name might 
just made, has only the best be found, The bottom para 


back of it 


that 


intentions and if it ultimately brings about a 


better condition would be a fine outcome 
IN THIS GAME TO LEARN 

/ CORRECTED ‘“Schoolmaster” 

mitted by A J Littell, 


Plainfield, N. J., this 


this 


drawing was sub- 


plumbing inspector of 
directly on 
held it back 


been discussed 


but as drawing bears 


same question of wet vent practice, we 


the article in which it would have 


that 


from 


with the others were received on the same problem 


Mr. Littell’s drawing is shown by Fig. 9, and his letter 
is as follows 

“I am enclosing the drawing published in your issue 
of January 3, 1925 You will no doubt see that we 
use what is known as the wet vent, and have kept well 
under the factor of safety issued by the Bureau of 
Standards in 1924 You will also see by the drawing 


that the slop sinks are connected with a half-S trap above 
the 
and 


and 3-in 
half-S or P 
and toa 


floor, waste; lavatories with 2-in. waste 


11,-in 


to basement 


traps; ice box wastes are carried 
trap with 2x4 increaser, which 


the which 


2-in 


we use in place of a sink, because of slime 


comes from ice water 


“If for any reason you find any adverse comment let it 


come my way, as I am in this game to learn.”’ 

As a matter of fact, it seems to us that Fig. 9 shows 
too free a use of wet vents. In quite a number of in- 
stances, the Plainfield elevation shows fixtures working 


under exactly the same conditions as the fixture we have 


graph in the same column says, ‘‘We also use a combined 
vent.” That sounds 
that the pipe 


‘combination 


vent So 
and B 


better than 
the 
vent?’ 


waste and wet 


why not say between points A 


in Fig. 2 is a waste and 


“The same thing can be said for Fig. 3 In Fig. 5 all 
the piping between the slop sink and the lowest closet 
on the run can rightfully be called a combination waste 


and vent. The slop sink or some other fixture is actually 





needed on the vertical part of this vent in order to keep 
the horizontal part of the wet vent open. 
A BETTER NAME FOR “WET VENTS” 

N page 21, Fig. 1 shows the original wet vent. This 
() is the one that caused the question to be asked 
‘What good is a vent if it is stopped up?’ It is a wet 
vent if the horizontal part is run anywhere below the 
water line of the fixture Of course you can call the 
vertical part of the vent below the water line a wet vent 
too, but it is the horizontal part that causes the trouble 
Now if we call the combined waste and vent a combina 
tion waste and vent, I believe that we will understand 
the venting articles much better than if we called it a 
wet vent, but it is not easy to find a new name for thé 


old wet vent.” 


While the term wet vent is expressive, we do not think 


that it is sufficiently descriptive of this particular type 
of vent. 
Our correspondence from about 150 plumbil n 


spectors on the subject of wet vents several months a8 
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Every heating plant, whatever 
the type, whatever the fuel, 
needs Automatic Tempera- 
ture Controls. 


Only with such equipment 
can the householder secure 
the best results. Only then 
can he enjoy the fullest meas- 
ure of comfort, convenience 
and economy. 


Honeywell Controls deliver 
that fullest measure with the 
most assured reliability. 


Survey the field and you'll 
find that leaders of America’s 


DOMESTIC 


| NGINI ERING 


How To Get the Best Out 
Of Any Heating 





heating industry standardize 
on Honeywell Controls. 


You'll find these leaders in the 
hot water, steam, vapor and 
oil burner fields. 


They bank on Honeywell 
because of the Honeywell ex- 
perience in quality manufac 
ture — because they know that 
the Honeywell product 1s un- 
failing in its service. 

There is good profit to be 
gained in developing this field 
with Honeywell equipment. 


Honeywell Automatic Temperature Controls are 
simple in design, easy to install, dependable in 
action and consume only the minimum of current. 














The Honeywell Heating Specialties Co. 


Wabash, Indiana 
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Honeywell Electric Motors and 
Switch Motors are approved 
and listed as standard by the 
Underwriters’ Laboratories, In- 
corporated. 


HONEYWELL 


Temperature Regulators 


244244444440 0404000004884 
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M-VB Temperator Showers 


A Morning Shower—A Day of Sunshine 


Pot I:-RE is only one **Temperator 
and it is identified by the letters 
“M-VB'—a symbol of quality. 


When you need dependable and dur- 
able Shower Baths, ask your jobber 
for M-VB Temperator Showers— 
M-VB products are trusted and you 
are always assured of excellent results. 


Have You our Catalog? 


MORENCY-VAN BUREN MFG. CO. 


Division Scovill Mfg. Co. 
STURGIS, MICHIGAN 
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clearly showed that there + A . x 
was a confusion among them _— a . be 
as to the nature of this vent. = aoe ee 


We are therefore glad to see 4 
the discussion open up, and he _ iy 
are glad to have the sugges- A = 619 
tion of a name for the vent g x 7 — 

from Mr. Musselman. We 
are afraid, however, that the 
name suggested is not suffi- aa 
ciently descriptive. In fact, 

















Y ‘ e gestions. When the right 
~ — t - one appears, we shall be glad 
} to use it in connection with 
our articles on venting, as 
we have never just liked the 
{ term ‘wet vent.” In the 

} 


meantime, however, we shall 


fo 
ye 


fa 
ed 


have to stick to it in order 
to make ourselves’ under- 


stood 


‘ae 
In * 4p 1 


Note Join in this dis 





when the term ‘‘combination 
waste and vent” is advanced, 
it seems to us that it would 
likely be confused with the 





cussion Perhaps you can 





suggest another term than 
“wet vent’? which would be 
generally acceptable and 





continuous vent, for the lat- 
ter makes use of a combina- 
tion waste and vent fitting, 








would be more accurately 
descriptive of this type of 
vent. The discussion is open 





and we have heard it alluded 


to all 








to as a combined or combi- 
nation waste and vent. How- 


3 











The greatest benefit from 


these discussions comes from 











ever, ours is just one opin- ™ ‘¥ joining in. Take an active 
ion. Perhaps the term would di seNin ici: Y <a part Class members are 
be generally acceptable. = ae requested to send in their 
Let’s have some more sug- Fig. 9 photographs for publication 


Not “Too Busy” 


(Continued from Page 25) 


condemn, but rather praise my competitor. I am a strong 
believer in co-operation among the men in our industry.” 

Rather a comprehensive creed for a business man is 
included in those remarks. Yet it is the creed of every 
really successful one I have ever met. 


WINNING EMPLOYE LOYALTY 

WAS also particularly impressed by Mr. Shanahan’s 
| stand with reference to employes. In that establish- 
ment, fairness, justice and good fellowship are the rule. 
Mr. Shanahan believes in reasonable but firm discipline. 
He will not side against an employe if the customer is 
wrong, merely to fulfill that moss-grown statement that 
“The customer is always right.’’ Sometimes he isn’t. All 
treatment is based on facts. He has no time for prejudice, 
opinion or intolerance of any kind. 

That statement about basing treatment on facts is ap- 
plicable all along the line in Mr. Shanahan’s record of 
accomplishment. It is still possible to hear members of 
the trade say that advertising doesn’t pay. That’s mere 
prejudice, and intolerance of modern ideas. It’s prejudice 
and intolerance that make men unreasonable where com- 
petitors are concerned. The facts of the case often are 
that yotir competitor and yourself probably measure up 
pretty much the same. And the fact which counts is 
that the public doesn’t like the man who speaks unfavor- 
ably of his competitor. 

In the matter of employes, I find that Mr. Shanahan has 
done some peculiarly close thinking. On the face of it, 
one maintains a good-looking showroom and office for 
the benefit of the public. Naturally they have a sales 
value. Mr. Shanahan also feels that the maintenance of 
an up-to-date display room and office gives workers a 
feeling of pride which in a sense ties them to the business. 
And he adds the remark that he has for them good toilet 
facilities. 

The report of the second annual convention of the 
Virginia Association, of which Mr. Shanahan was re- 


elected president, shows that he has spent a great deal of 
state association. 


time and thought upon building up h 
His characteristic clear thinking is to be seen in the 
various constructive measures which came up for discus 
sion at that meeting. With his own business to take care 
of, he yet had time to keep in constant touch with mem- 
bers throughout the state, to make personal visits, to aid 
in the formation of locals, and in general to keep the 


best interests of the association before its member 
GET INTO THE BIG GAME 


EN of Mr. Shanahan’s type, sacrificing personal con 
M siderations for those larger interests of the in 
dustry, have made possible the advancement of the 
plumbing and heating trades to the position they now 
occupy. The entire history of America, both on the 
governmental and commercial side, is the record of just 
such personal devotion to causes which, after all, may not 
yield anything of a monetary gain at the moment. Buta 
“long’’ viewpoint and a willingness to expend the neces- 
sary effort, bring to each succeeding generation a better 
state of affairs, an opportunity to commence life with a 
little better chance than those who have gone before. 

Yet there is no doubt that when men give of themselves 
generously and unselfishly, they do bring a quality into 
the things which relate to their own advantage which they 
might not otherwise possess. To study the big problems 
of business, is to attain a keener insight into the 
problems of the particular establishment To strive to 
bring about for a whole industry a stable and permanent 
relationship between employer and employe, is to learn 
wherein one’s relations with his own employes may be 
cemented by ties of loyalty and friendship 

As a leader in his state, as a man who interests himself 
in keeping the public informed as to the status of his 
industry in the community, and as a business man, Mr. 
Shanahan is representative of the type who “builded better 
than they knew.” 
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If you want : 

ore profit per sale © 

Less service expense 
More customers 


boosting for you 


Sell an Arco Water 
Regulator with every 


hot water boiler 


For Domestic Supply Boilers 
No. 801 Junior Regulator 
List Price, $16.00 








(Stock No. 800) 
List Price, $18.00 





Stem transfers work from 
bottom of bellows distrib- 
uting travel equally to 


each fold 
























| Fi 


‘illing tube provides 

positive method of seal- 
ing liquid chamber. 

(hts, Races Seana 

















in our own factory. 











/olatile liquid develops 
pressure on outside of 
bellows. Gives dura- 
bility, accuracy and 
sensitiveness. 










Design provides extra 
long temperature 
range — 100 degrees to 


220 degrees standard. ' 


Tit iS 
PML 
You can get ARCO Water Regulator from your jobber or from our nearest branch 


AMERICAN RADIATOR COMPANY 











IpEAL Boilers and AMERICAX Radiators for every heating need 
1807 Elmwood Avenue Dept. S Buffalo, N. Y. 
A AMR ME NAIR ESS ER OT LL TE EM CAEN 
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Advertising Editorial 


A NEW ONE EVERY WEEK—No. 179 









A copy of 
“The Story 
of the Bath’ 
will interest 
you. Free 
on request. 
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Bottomless Kettles 


HE MODERN idea is hot water for 
every need as against the old system 
of hot water for only one thing at a 
time—and frequently not enough for that. 

With the splendid water heating facilities 
now so reasonably obtainable, hot water is at 
your command in unlimited quantities. 
When you need it, it’s there. No waiting 
for it to heat on the range. 

The work of the household may go for- 
ward smoothly and efficiently, unhindered 
by the annoying need to wait for hot water. 
Come in and see our complete display of 
“bottomless kettles.” 


(In this space your Name, 
Telephone, and 
Address) 











new prospects. 


expensive—$4.20 





customers to 
that direction—but 
Rather the merchandiser ought to be re-selling his old customers 
through advertising, and at the same 


Go into your 
their bid for business. 


copy you take each 
“Ask 'Em to Buy!” 


Ask ’Em to Buy 


N° MERCHANT has a right to rely entirely upon his old, satisfied 
i do his selling for him. 


to depend upon it entirely is to limit growth. 


week from “Domestic Engineering 
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There may be growth 


in 


time addressing his message to 
His advertising will then serve the double purpose 
of merchandising new products to his old customers, and calling atten- 
tion of the public in general to those same products. 
newspapers beside other retailers who are making 
The Advertising Editorial illustrations are 
for twelve, and 20c for the Bath a Day seal. 


in- 
The 





ALES 
O née @ 


LETTER 
Week No. 16 





Keep after a dozen or so people on the 
subject of “hot water for every need” this 


month. Send them below the third letter in 


this series merchandising water heating 
equipment. 
J OH N BROWN 


Plumbing Heating 


Mrs, Edward Jones, 

Two Rivers, N. Y 
Dear Madam: 

The modern idea is hot water for every 
need as against the old system of hot water 
for only one thing at a time 
not enough for that 
tea kettle. 

With the splendid water heating facili 
ties now so reasonably obtainable, hot water 


and frequently 
from the old-fashioned 


is at your command in unlimited quantities 
No need to wait for it to heat in small 
quantities on the range. No heavy lifting 
to fill the tub on washing days. 

The work of the 


forward smoothly and efficiently on the busi 


household may go 


est of days, unhindered by the annoying need 
to wait for hot water. 

Come in and see our complete display. 
Absolutely no obligation to buy anything. 
Courteous attention will be extended every 
visitor. 

Very truly yours, 


JOHN BROWN 


Adlet 


SK ’Em to Buy through the Adlets If you 
A are using the Advertising Editorials, you 
will find the Adlet a good ‘follow-up If you 
aren’t using the bigger ads, use this small one. 
It is inexpensive, timely, to the point 
at it constantly, regardless of the size of space 
you use. Copy out the following adlet, sign it 
with your name, address and telephone number 
and hand it to your local paper. 


Keep 





Bottomless Kettles | 


The modern water heating equip 


ment places a bottomless kettle at your | 


command. Unlimited hot water with- | 
| out delay to aid the smooth and effi- | 
cient completion of the daily house- 


hold work. 

















Some of the Features 
of the 


Tvervblot 


WATER HEATER 


1— Heating Surface. 

2— Burner. 

3— Thermostat. 

4— Absence of Condensation. 
5— Freedom from Liming. 
6— Freedom from Trouble. 








3—The Thermostat 


The thermostat used in the EverHot Water 
Heater has been successfully used for over 
twenty-four years. We unhesitatingly state 
that it is the most simple and trouble-free ther- 
mostat ever made. 





This thermostat is a triumph of modern ma- 
chining. It is all metal—no leather seats to 
wear—no stem packing to leak or stick. It is 
made entirely of copper and brass with the 
exception of the fixed member which is a carbon 
rod. It will last indefinitely and is always 
accurate. 





It is of the graduated type as distinguished 
33 from the old style snap action mechanism. With 
the snap action valve the burner is either on full 
or entirely off. With the graduated valve such 
as we use, gas is passed exactly in the quantity 
needed. This results in a constancy of tempera- 
ture not possible with the snap action mechanism. 








Subjects 1 and 2 were treated in May 2nd and 
May 9th issues of Domestic Engineering. Sub- 
ject 4—‘‘Absence of Condensation,” will be 
treated next week. 





Prices 
Baby Grand $66 — Junior $99 — Senior $160 


Tverblot He ater Company 


5211 WESSON AVENUE @ DETROIT, MICHIGAN 
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Heating and Piping Contractors to Meet 





At Detroit 


HE Heating and Pip- 

ing Contractors National 

Association, thirty-six 
years old (or is it thirty- 
seven?) old in service but 
ever new in spirits and 
achievements, is to hold its 
thirty-sixth annual convention at America’s automobile 
center, four days of sessions, sight seeing, entertainment 
and work on June 1, 2, 3 and 4, 1925. 

Plans have been made by President Frank R. Mer- 
rill, of Boston; Vice-President William H. Driscoll, of 
New York; Horace W. Jones, of Rochester, N. Y., and 
Henry B. Gombers, secretary for many years, plans which, 
it is hoped, will make this the most beneficial and enjoy- 
able convention the association has ever held. 

Not the least of the attractions of this gateway to 
the three inland seas is the new Book-Cadillac hotel in 
which the convention is to be held. Far below the mar- 
ble lobbies and frescoed halls are the catacombs of serv- 
ice, a veritable maze of kitchens, store-rooms, laundry, 
bakeries, boilers, electrical stations, refrigerating plant, 
ventilating machines, locker rooms and storage. 

To run the three heating boilers for this new hotel, it 
is estimated that 11,000 tons of coal will be consumed 
each year. Heat will be distributed through 63,000 sq. 
ft. of direct and about 60,000 sq. 
ft. of indirect radiation. fach of 
the boilers has a capacity of 416 
horse power, and is fired by means 
of motor-driven lorries. A _ semi- 
automatic scale weighs the fuel ‘as 
it is used. 

The ash and refuse from the fur- 
nace is handled by a hydraulic ele- 
vator which discharges either into 
an ash bunker located below grade, 
or directly to trucks at a conveni- 
ent loading point in the alley. 
This machine is also so arranged 
that ashes may be delivered to the 
bunker and again from that point 
to trucks above with the minimum 
amount of labor. 


HOT WATER SERVICE 
OT water service for the hotel 
H is provided for by the use of 
four individual heaters, two of 
which serve the guest rooms, one 
the main kitchen and the other 
the laundry and the basements. 
The capacity of each of the heat- 
ers providing guest service is 8,000 
gallons per hour, while the kitchen 
and the laundry heaters provide 
5,000 gallons hourly. An elabo- 
rate circulating system keeps the 
temperature of the water in the 
hot water faucets in the various 
bathrooms at practically the same te _ 






a RS nd, 


Z 


Will hold Thirty-Sixth Annual — *8° been Placed at various 


levels throughout the build- 


Convention June 1, 2, 3 and 4 ing so that the maximum 


on pumping lines 


. T . pressure 
in New Book-Cadillac Hotel tna tancets will be within 


very reasonable limits in the 
entire structure 

Two centrifugal pumps, one driven by motor and the 
other by steam, supply water for the guests. One motor 
and one steam-turbine pump insure the water supply for 
the public rooms and lower portions of the hotel. 

The refrigerating plant for the Book-Cadillac hotel 
consists of two 100-ton CO, compressors, one electric 
and the other steam power. The refrigerating plant not 
only connects with the storage but is also a part of the 
elaborate ventilating and air-cooling system connecting 
all the public and semi-public rooms of the hotel. A 10 
ton CO, system, motor-driven, supplies refrigeration for 
making and storing ice-cream. 


HEATING MEN TO KEEP COOL 


HE PUBLIC rooms of the hotel are maintained at 
the proper temperature by the use of regulators 


installed on the radiators where direct heating has been 
used In the case of indirect heating, thermostats are 
installed on the outlet side of the circulating fans which, 
in turn, control the amount of 
steam admitted to the radiators lo- 
cated on the inlet side of the fans 
The air foreed into these public 
rooms is 70 deg. 5 ft. above the 
floors. 

The ventilating system of the 
hotel consists of 25 fans of various 
sizes, ranging in capacity from 1,600 
C.F.M. to 59,000 C.F.M These 


fans have a total ventilating ca 


<i nt mt fi 








pacity of 832,500 C.F.M. The units 


supplying the public rooms are 





equipped with air washers, as well 
as refrigerated air attachments, so 
that even during the summer 
months it will be possible to main 
tain a temperature’ throughout 
these rooms, at least 15 deg. lower 
than that of the outside air. Ev- 
ery portion of the building requir- 
ing mechanical ventilation is sup- 
plied by one or more of these units, 
even the basement, sub-basement 
and boiler room have abundance of 
ventilation, and wherever air wash- 
ers and refrigerated air are not 
used, air filters are provided so as 
to prevent dust from entering the 
building 

Gas for the battery of ranges in 
the great kitchens of the hotels is 
supplied from the city gas com- 
pany, and the consumption averages 
approximately 1,350,000 cu. ft. per 





temperature as when it leaves the New BnelCadtlinn 
heater. Large storage tanks have 


( juring occupancy 200,000 
Hotel in Detroit month. During occupancy : 


where heating men will meet gal. of water per day are used 
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TENNESSEE Hears John J. Vogelpohl 


Geo. R. Jones, Chattanooga, elected to head Assoctation 
for coming year, Smith-Hughes act to be taken 
up with school authorities 


RUE Southern hospitality and an unflagging inter- 
t in matters of constructive interest to the industry 
marked the twenty-sixth annual convention of the 
Tennessee Sanitary Engineers, held in Memphis, May 4 
and 5 
Among the forward-looking resolutions approved by 
th gathering was that presented by “Domestic Engi 
neerin condemning the pollution of streams The 
! ing also went on record as being in accord with 
the 20 Basic Principles as laid down by the Hoover code 
The apprenticeship question was discussed fully, and 
it was recommended strongly that the provisions of the 
Smith-Hughes act be brought to the attention of state 
and local boards of education to determine what assist 
ance could be expected, and just how the association 
night work with the boards to bring into existence ap 
prentice training schools Local associations were urged 
to put forth every effort to have county plumbing in 
spector appointed 
COL. ARCHER SPEAKS 
N TUESDAY morning Col. Archer, of the T. E. B., 
6) gave a very interesting talk on the “Value of 


Organization.’ 


By way of illustration the colonel compared the organi 
zations to a sturdy and beautiful tree, the National asso- 
ciation representing the limbs and foliage. The trunk 
he compared to the state associations, supporting the 
limbs, and the root of the tree, so necessary, and deter- 
mining the strength of the whole to local associations. 

The speaker stated that each organization should have 
a good membership committee, for in order to be suc- 
cessful any organization must have over 50 per cent of 
the men engaged in that particular line of endeavor and 
that after obtaining the members it is up to the pro- 
gram committee to keep the members, by having an 


interesting program 


He also pointed out the value of close relationship 


between journeyman and master, and that it is the d 
of every master to take his employes into his confidence 
In so doing he will build a better man and therefore 


ity 


a 


better competitor when the man goes in business for 
himself 

Col. Archer closed his address by pointing out the 
great amount of good the Women’s Auxiliary has done, 


and what it has meant to the organization. 
PRESIDENT VOGELPOHL 
FTER a forty-five minute recess State President Earl 
A Whitehead introduced John J. Vogelpohl, who, a 
cording to the testimony of the audience, delivered the 
talk they had the 
lines of their business. 
After explaining the duties of the different committees 


most instructive ever heard, along 


of the National association, President Vogelpohl urged 
the masters to take advantage of the Smith-Hughes Act 
and pointed out what it will mean to the industry to 
have better educated men. 

Replacement of defective fixtures and adjustment of 
labor charge for installation, another question of vital 
interest, was thoroughly explained. It will be taken 


up at the National convention. 
The National president also spoke of the ‘“‘Bath a Day” 
movement what it 
The speaker then showed the plumbers what the T. E. B. 
meant to them and asked them to take advantage of the 
things it offer. It institution 


should avail themselves of it. 
HE entertainment committee proved they were more 
than competent. After the morning Mon- 


day cars were provided to take everyone into the coun 


and means to the plumbing industry 


has to is their and they 


ENTERTAINMENT 


session 


(Continued on Page 71) 





Delegates and guests attending the twenty-sixth annual convention of Tennessee Sanitary Engineers, at Memphis 
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Anderson Apartments 


Pittsburgh, Pa. 
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Gibson Bros. 
Bowman Supply Co. 





Se only type of equipment that measures 
the quantity of each flush—they are also 
the only type of equipment that closes auto- 
matically regardless of whether the handle is 
held or released. 


The quantity of the flush cannot vary be- 
cause they are self-adjusting to variations in 


pressure. 


Architect 


Plumbing Contractors 


Plumbing Fixtures 


Roval Flush Valves 
SLOAN VALVE COMPANY 


Albany, N.Y Buffalo, N.Y 
Atlanta, Ga ‘ineinnati, Ohio 
Baltimore, Md Cleveland, Ohio 
Bayonne, N Dallas, Texas 
Boston, Mass Denver, Colo 


Winnipeg 





CHICAGO 


BRANCH OFFICES 
Des Moines, lowa 
Detroit, Mich. 
Durham, Conn. 
Indianapolis, Ind. Milwaukee, Wis. 
ansas City, Mo Minneapolis, Minn 
CANADA 


Los Angeles, Cal 
Memphis, Tenn 
Miami, Fla 


Pittsburgh, Pa 


Toronto Montreal 


Nashville, Tenn 
New Orleans, La 
New York City, N. Y 
Philadelphia, Pa 


Tampa, Fla 
Washington, D, ¢ 


Halifax 
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Vitreous 
_ China 
"s Lavatories 


“'$tandard” Potteries produce 
Vitreous China Lavatories in de- 
signs and sizes to meet all needs. 
“Standard” distributing facilities 
make them quickly available 
everywhere. Quality and the ut- 
-most in satisfaction are assured. 
‘The Penwood, F118G, with 
-_ integral spout gives maximum 
nh beauty and convenience. 

















‘You can obtain “Standard” 
Vitreous China Lavatories. 
from your Jobber. 


| Standard Sanitary fo. Co. 


PITTSBURGH 











‘Srandard” Ivorite Stool shown is F 6901 
‘Standard’ Soap Dish shown is F 9602 
“Standard” Tumbler Holder shown is F 9620 


“Standard” 














Mention Domestic ENGINEERING when writing advertisers, 




















KLORIDA Forms Ladies’ Auxiliary 


Fourth Annual Convention of Florida Mas- 
ters hears H. E. Longley, National Vice- 
President. Splendid spirit shown in manner 
in which stiff advancement of dues 15 met 




















The first half of the official photograph of delegates and guests attending the annunl convention of Florida Master 
Plumbers’ Association, at Jacksonville, Fla. 


HE convention was opened early Monday morning, 
"Ties 5, in Jacksonville with exhibits of modern 

plumbing by the following: Automatic Heat Cor- 
poration; City Commission of Jacksonville; Best Mfg. 
Co.; Bowlin Plumbing Specialty Co.; Crane Co.; Cam- 
eron & Barkley Co.; Delco Light Co.; Haines, Jones & 
Cadbury Co.; Jacksonville Gas Co.; Mott Southern Co.; 
Pierce Butler & Pierce Mfg. Corp. 

There was also a very unique exhibit of the master 
Plumbers of Jacksonville, showing the old Saturday night 
bath, consisting of a dilapidated iron bathtub, a dirty 
toilet with newspaper on the floor, the old mop and 
bucket in the corner, and a big banner above the dis- 
play read, “Suppose Nobody Cared.”’ This display cer- 
tainly gave the public something to think about, espe- 
cially when they‘ viewed the beautiful displays exhibited 
by other concerns. In addition there was a booth show- 
ing the work of the boys in the Vocational Night School 
Class and their work was highly commended. 


FIRST SESSION 
oe meeting was called to order promptly at 10 
a. m. with the invocation of Rev. Dr. McNair. In 
the absence of Mayor J. T. Alsop, Jr., Rev. McNair de- 


livered the address of welcome and said that plumbing 
and heating as done in the state of Florida was a credit 
to all. 
amid cheers. 
ing that he and the whole state of Florida were behind 
them in their work. He said that the public officials 
and Boards of Health in all parts of the state recog 
nized the importance of the master plumber. 

Vice-President Walter J. Edelblut, of Fort Myers, took 
the chair in place of State President Alex Orr, Jr., who 
was unable to attend. A roll call of delegates showed that 
there was a full delegation from the west coast of Florida. 
In all, about 175 delegates attended. A peppy crowd, 
which had work to do and set out to do it in a business 
like way. 

The “Good of the Association’? was then declared for 
open discussion from the floor. Men from different parts 
of the state were heard on general conditions. Geo. Me 
Ghan, of Tampa, outlined the following during the dis 


In the course of his talk Mayor Alsop entered 
He gave the masters a peppy talk, declar 


cussion: 

“The Need for a Field Secretary.”” He recommended 
the appointment of five men from five zones to repre 
sent the association, and the creation of a Board of 
Directors. He urged the raising of state dues to finance 
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The Original 
DLN oB EL 


CHINO 


Composition Tank 








As handsome as it is efhcient. The rich, 
white, grainless finish will not crack or dis- 
color — the tank itself is lighter in weight, 
yet, being less brittle than a vitreous prod- 
uct, is less liable to breakage from handling 
or freezing and the high grade fittings are 
of our own manufacture. 


Oe 


And, remember— while there are other 
composition tanks on the market, you will 
only find CHINO quality and CHINO 
durability where the CHINO trade mark 
is embossed on the inside of the tank cover. 
It is your guarantee of a superior product. 


? 
3 
3 











ror 
id * By using the Beneke CHINO 
ran ' Tank in connection with the 
- 4 Beneke CHINO Seat and any 
~ + good bowl, you get an installa- 
ran tion possessing both beauty and 
-- durability at moderate cost. 


# Order From Your Jobber 








#| BENEKE MANUFACTURING CO. 


3) Successors to 


eo BENEKE & KROPF MANUFACTURING CO. 
E [et cal Reed Geet CHICAGO, ILLINOIS 


a) 
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The last half of the official photograph of delegates and gucsts attending the annual 


Plumbers’ Association, at Jacksonville, Fla. 


the program. He called attention to certain bills now 
before the Senate, particularly one calling for a Board 
of Plumbing Commissioners, who will serve without 
compensation, their expenses to be provided for from 


fees paid by masters throughout the state. 
H. BE. LONGLEY ADDRESSES MEETING 


vice-president, on the floor. Mr. Longley outlined the 
activities of the National association and what it was 
doing for the trade through its various committees. He 
urged men to get other master plumbers into the organi- 


, pr aiternoon session opened, H. E. Longley, National 


zation and show them how all can benefit if co-operation 
and good feeling exist. 

Advertise your business, talk it up at all times, get 
interested in civic clubs so you can bring your work 
before them, was Mr. Longley’s advice 

V. L. Peavy followed Mr. Longley with a talk on the 
activities of the National Trade Extension Bureau and 
outlined its program of work, citing the different de- 
partments. 

In the evening Mr. Longley was instrumental in form- 
ing a State Auxiliary for the ladies. 

Mrs. W. Edelblut, of Fort Myers, made a very interest- 
ing talk, as did Mrs. McAndrews, of Tampa. sJoth urged 
the ladies to get behind this movement and_ help 
their husbands in their work, by forming auxiliaries in 
the towns where they live The ladies present agreed 
to form the State Association and to go back home and 
form locals. They also pledged themselves to put across 
the “Bath-a-Day’”’ movement and interest the publie in 
general on the importance of the master plumber to the 
health of the community. 

Mrs. T. H. Thompson, of Jacksonville, was elected 
president; Mrs. Walter Edelblut, Fort Myers, vice-presi- 
dent, and Mrs. Chas. Koegel, Jacksonville, secretary 


treasurer 


convention of Florida Master 


RESOLUTIONS APPROVED 
FYNHE second morning’s session opened with Acting 
| President Edelblut in the chair. The following reso 
lutions were voted on and approved: John Bronzonie, of 
Tampa, was elected as field secretary Five district 
Northwest, J. D 
Jackson 


vice-presidents as follows were elected: 
Johnson, Pensacola; Northeast, David Green, 
ville; Central, J. Burkhart, Orlando; Southeast, F. P 
Moss, Miami; Southwest, N. E. McAndrews, Tampa. These 
men are also to act as Board of Directors and to have 
control of Field Secretary. 

Dues were raised from $8.00 a year to $50.00 to finance 
the program, and the locals represented came forth in a 
body and placed checks for the total amount of all mem 
bers Tampa led with 31 members, and a check for 


(Continued on Page 66) 
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Delegates and guests of the Ladies’ Auxiliary to the Florida 

Master Plumbers’ Association, attending the convention in 
Jacksonville, Fla. 
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Painstaking Effort Is Incorporated 


in Every Product of the 
ROBERTS Line 





ROBERTS Products are also pro- 
gressive. They conform to the 
most up-to-date practice in 
design and workmanship. 


The utmost care is taken in even 
minor constructional details. 


Painstaking effort expended 
through all manufacturing proc- 
esses are reflected in the high 





Roberts Compression Stop operating efficiency and satis- 
and Waste Valve factory service rendered by the 
Left Hand Right Hand Size ° 
4553 4552 Vy ROBERTS line. 
4555 4554 ¥ 


Standardize on ROBERTS Products. 
They will repay you well. 












itis: Maan Sold Through Your Jobber 


Turning Packing 
Patented Febr. 5, 1924 


THE ROBERTS BRASS MFG. CO. 


Manufacturers of Brass Goods for Steam, Water, 
Gas, Gasoline, Air, Oil and Automotive Use. 


DETROIT - - - MICHIGAN 


oO} =) 4545 
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OKLAHOMA jas its Best Convention 








The first section of the official photograph of delegates and guests attending the twenty-third annual convention of the 
Oklinhoma State Association of Master Plumbers, at Tulsa 


Large attendance, many exhibits and a construc- 
tive program mark O klahoma’s Twenty-third An- 
nual Convention held in Tulsa, May 4th and 5th 


HE twenty-third annual convention of the Okla- 
!T some State Association of Master Plumbers proved 

to be the most constructive and best attended con- 
vention ever held by that organization, 

About one hundred and fifty master plumbers from 
all sections of the state attended and more than sixty 
manufacturers’ and supply-house salesmen were on hand 
to help swell the crowd and take part in the social events 
of the program. 

The Ladies’ Auxiliary celebrated its first anniversary 
with an attendance of more than sixty, and it is needless 
to say that they took a very active part in making the 
two-day convention a success. 


RESOLUTIONS ADOPTED 
ANY good speakers were on the well arranged pro- 
M gram and much constructive work was planned for 
the future. The delegates unanimously adopted a resolu- 
tion to support H. F. Longley for National president and 
were unanimous in passing the ‘‘Domestic Engineering”’ 
resolution condemning the pollution of streams, ete. In 








J. H. Cameron, of Tulsa, Okla., John Ingle, of Ponca City, 
Okla., and H. 0. Green, of Tulsa 





passing this resolution the secretary was instructed to 
send a copy of it to the Isaac Walton League 

The association had the honor of holding the first 
convention and the first social function in the new eigh 
teen-story Mayo Hotel, which boasts of being the largest 
in the state, and the christening they gave it will long 
be remembered by those present 

The dance Monday night and the banquet Tuesday 
evening were probably as fine social affairs as were ever 
held in the ‘'46th star’ state, and the Tulsa association 
won the praise and thanks of all 

Promptly at 10:30 Monday morning N. G. Watt, pres 
ident of the Tulsa association, called the delegates to 
order and, after singing a verse of ‘‘America,’’ Rev. C 
W. Kerr gave the invocation 


INTERESTING SPEAKERS 
CTING Mayor A. J. Rudd, of Tulsa, and Fred Insull, 
A president of the Tulsa Chamber of Commerce, wel- 
comed the convention delegates and were’ably responded 
to by Clair Gillert, of Ponca City. Mrs. H. O. Green, 





W. H. Whitney and D. R. Lynch, both of Tulsa, and G, H, 
Wilson, of National Trade Extension Bureau, Evansville, Ind, 
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» second section of the official photograph of delegates and guests 
Oklahoma State Association of Master Plumbers, at Tulsa 


state president of the Ladies’ Auxiliary, welcomed the 
visiting ladies and introduced Mrs. E. D. Hornbrook, pres- 
ident of the Women’s National Auxiliary, who gave a 
very interesting talk on the work of the auxiliary and 
told of how the women can be of service to the master 
plumbers 

State President J. J. Cosgrove was then presented 
with the gavel and the convention settled down to busi 
ness After greeting the delegates and passing a few 
good natured remarks to the ladies, he appointed the 
following committees 

Credential Committee W. V. Roesch, Shawnee; R 
Archambault, Hominy, and G. R. McKey, Ponca City 
Auditing Committee T. A. Hogle, Muskogee; H. Han 


son, Oklahoma City; C. A. Powell, Blackwell Resolu 
tions Committee EK. D. Fishback, Bartlesville; G. Watt, 
Tulsa; Sam Rice, Oklahoma City Sergeant-at-arms O 


I. Clark jeggs 

Adjournment was then taken for noon and to allow 
the committees to get organized 

At the afternoon session N. R. Graham, representing 


The third and last section of the oficial photograph of delegates and guests attending the twenty-third annual convention of 
the Oklahoma State Association of Master Plumbers, at Tulsa 
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attending the twenty-third annual convention 











a local bank, gave a very interesting talk on state loy- 
alty and how to advertise the state of Oklahoma in the 
best possible way. Communications were read from Na 
tional Director J. O. Montrief, of Ft. Worth, and Past 
National President E. D. Hornbrook, of Kansas City 


SALESMEN INTRODUCED 
FEATURE of this session was the introducing of 
A the visiting salesmen, who numbered more than 
sixty, by President Cosgrove, who gave the salesmen 
credit for helping to make the convention a success. 
The principal speaker on the afternoon program was 
Albert Bell, a local attorney, who spoke on Building 
Licenses and Contracts, and then answered many ques 
tions put to him by the delegates. 
W. J. Lantz, sales manager of the Duro Pump & Mfg 
Co., of Dayton, Ohio, addressed the convention on the 
possibilities of increasing the business through the sales 





of water supply systems He pointed out the fact that 
plumbing and heating material can not be sold without 


(Continued on Page 58) 























DOMESTIC 


ENGINEERING 47 

















| Alpha 
Brass Pipe 


containsonly Alphacrys 
tals. It is a fine-grain, 
dense, ductile and tough 
metal. It makes perfect 
bends, threads and cuts 


easily and offers even 
greater resistance to cor 
rosion than ordinary 


brass pipe. Full details in 


our Alpha Brass Book 











Meet John Hagerty 


E TALK a lot about John Hagerty because 

he typifies the methods that bring success 

in the plumbing contracting business. Well, now 

you know what he looks like, suppose we examine a 

little the basis of his success. The principles are two: 
1. Know how to do good work, then do it. 

2. Know the value of good work, then sell it. 

The foundation of his business is good work but 

the phenomenal success is due to good salesmanship. 

John Hagerty sells the details of his work. He 

keeps the convenience of his installation and its 

freedom from troubles and repairs always to the 

front in his sales talk. 
He uses advertised materials because they are the 


CHASE METAL WORKS [TTT 
Division of Chase Companies, Inc. 
CONNECTICUT 


( } LPHA a 
/ Chase Companies of New Jersey, Newark 


WATERBURY, 


safest, and in this way gets the advantage of the edu- 
cational work that has been done by the manufac- 
turer. Then too, he annexes the talking points they 
have carefully developed and proved. 

Incidentally, Hagerty uses Alpha Brass Pipe. It 
is a better pipe and has a number of excellent ex- 
clusive talking points. Because of its higher copper 
and lead content, it bends, cuts and threads easily. 
It will last even where ordinary brass pipe would 
fail and presents a finer, smoother surface which is 
particularly well-adapted to nickel plating. 

May we send you our book on Alpha Brass Pipe? 
It contains a complete description of its character- 
istics, 


CHASE METAL WORKS, Waterbury, Conn. 
Please send me free of charge a copy of your book on 


Alpha Brass 


Chase Companies of California, San Francise« 
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Los Angeles 
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Boston New York 
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Method of Test Made by Mr. Metcalf 


Prove d 

Eff i 
ICLCNCY 

Not once, but many times, in many 

places, the Powers Safety Shower Mixer 


has proved its worth by laboratory tests 
and in the test of long use. 


The great value of this Mixer lies in the 
fact that its balanced valve instantly 








counteracts any variations in pressure in 
either the hot or cold water a “398 pre- University Club of Chicago 
vents a change of temperature of the water Architects: 
in the mixing chamber. Holabird & Roche 
Plumbing Installed by 
Carl John Stein Co. 
Read Our Booklet ‘ 
Mr. Metcalf is one of Chicago’s 
ae ‘ sai ve prominent stationery engineers. 
We have prepared a very complete exposition He was formerly engineer “ 0 
of the principles and merits of this Mixer. — Culen Y. M. C. A. Hotel 
a , and the 
It is entitled How to Prevent Scalding and Chicago, Bonny ag ME eg ME 
Repair Troubles in Shower Baths. We a experience with shower i 5 
shall be glad to send a copy, free, to anyone (3137) 
interested. i . 
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THE POWERS REGULATOR CoO. 


34 years of specialization in temperature control 


2717 Greenview Ave., Chicago 


— 


errs 


a 


i 


{ 
Atlanta Charlotte, N.C Detroit Los Angeles New York San Francisco Seattle Won 
Baltimore Cincinnati Fl Paso Milwaukee Philadelphia CANADIAN OFFICES — 
Boston Cleveland Houston palaneapos Pittsburgh Toronto Winnipeg 
Buffalo Denver Indianapolis Nashville Rochester Montreal Calgary 4 
Butte, Mont Des Moines Kansas City New Orleans St. Louls Halifax Vancouver 




















Mention Domestic Encineerinc when writing advertisers. 



































North Carolina Adopts Constitution 


Meeting at Shelby adopts what 
H. E. Longley calls ‘‘the biggest thing 


ever done for the 


HE process of adopting a constitution, with by-laws 

and a code of ethics, would be sufficient to justify 

the statement that a convention was successful. Yet 

the first semi-annual convention this year of the North 

Carolina Association of Plumbing and Heating Contractors, 

held in Shelby, N. C., May 7th and 8th, not only accom- 

plished this task, but considered in addition many plans 
for the betterment of the industry in that state. 

Aside from the code of ethics, embodied in the consti- 

important section 

advertising 


tution, probably the most is that pro 
viding for the carrying on of an 
each week in newspapers to be designated by the Exec- 
utive Committee, all advertisements to have the sanction 
This is an important step forward in 


It is no longer left to the discretion 


campaign 


of that committee. 
association matters. 
of the officers, or to a committee, 
there shall be advertising for the association. 


as to whether or not 


PROVISIONS FOR ADVERTISING 
HIS section makes it obligatory upon the Executive 
dec to see that such a campaign is carried on 
It is further provided that at least once each month, in 
each locality, the advertising shall carry a list of all of 
that 


numbers 


the members of the association doing business in 
locality, with their and 
Likewise that the advertising shall carry the commercial 


seal of the association, and the guarantee of the associa- 


addresses telephone 


tion of the work of its members. 
The budget provides an item for paying premiums on 


the necessary bonds to cover the guarantee provisions, 


and further provides that each member of the association 
shall give bond to the association in the amount of $2,000, 
to save the association from any loss sustained under its 


of the members. 


guarantee of the work 








Top row: O. Small, of Durham; R. Benson, Chapel Hill; W. 0. 

Mitcham, Goldshoro.—Front row: J. Mangum, Charlotte; D. 

l.. Griffin, Charlotte, state fleld secretary; L. P. Paschall, 
Durham; and J. C. Parrish, Durham 


The code of ethics which forms a part of the constitu- 
by-laws has sections governing the conduct of 
their relations with with each 


tion and 


members in customers, 


Master Plumber’’ 


other and with those from whom they purchase supplies 


The constitution is so 
forward-looking and constructive that there is little doubt 
that H. E National Asso- 
ciation, and a member of the North Carolina Association, 
“This is the biggest best that 
I feel it is the 


whole character of the new 


Longley, vice-president of the 


was correct in saying, and 


was ever done for the master plumber 








Henry Hackney, Charlotte, E. B. 
new president of North 
Carolina State Association 


Concord, re- 
North 
Association 


Grady, 
president of 


tiring 
Carolina State 


biggest thing on which I have been privileged to work 
in all my association experience.”’ 
The address of welcome of Hon. G. Max Gardner, who 


spoke of the progress made by the master plumbers of 


Health 
community, 
Dosher, Wilmington 


North Carolina, and of the recognition by the stats 


Department of their importance to the 
responded to by W. R 

the program which the 
at this meeting. He asked the 


for legislation now up for consideration, and touched in 


was 
who outlined 
association 


hoped to ace omplish 


support of Mr. Gardner 
passing upon the efforts of the plumbers to educate the 
“The 


public in ways of sanitation, citing as an example 
Story of the Bath’ and the Bath a Day 

L. J. Lindsay, Charlotte, chairman of the Retail Credit 
Men’s Association, then delivered a talk on ‘“‘Credit’s 
in Business” in which he proper 
bookkeeping, of watching overhead, of fair dealings, and 


of winning the confidence of the public by a rigid adher- 


Movement 


Place 


stressed the need of 


ence to agreements. ‘‘Know your business,”’ he said, “and 
if you have a code of ethics, live up to it.” 
He was followed by J. Paul Leonard, Charlotte, whose 


topic was “Organization,’”’ and who urged recognition of 
the fact that only by the closest co-operation was it pos- 
sible to build a bigger and better industry. 
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Fittings 
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PRESIDENT’S REPORT 

“\OLLOWING these speakers, E. B. Grady, Concord, 
k president, made his report for the year. In his report, 
president Grady paid tribute to B. MacKenzie, Greensboro, 
who, on his own initiative, had secured the passing of the 
bill which requires that on all state controlled buildings to 
cost $10,000 or more, the plumbing and heating bids must 
be separated. Throughout his report, President Grady 
urged the need for greater co-operation He warned the 
members not to look for quick results from the new con- 
stitution and by-laws, but felt that if they are put in 
practice that there will be a decided improvement in the 
affairs of the plumbing and heating contractors. 

Part of Monday afternoon and Tuesday morning was 
spent in reading and discussing the new constitution, and 
when it was finally approved on Tuesday, V. L. Peavy, 
representative of the National Trade Extension Bureau, 
outlined the work of its various departments, and the 
“Ask 'Em to Buy” campaign. 

Mr. Longley then took the floor to outline the work of 
the various committees of the National Association. He 
urged the necessity for supporting association officers for 








Group of delegates at the convention of the North Carolina 


State Association of Master Plumbers 


the advancement of the business “Be a real master 
plumber,” he said, “and live up to all the name implies.” 
Referring to the law passed by the North Carolina legis- 
lature, providing for the separation of heating and plumb- 
ing bids, Mr. Longley said that it was the biggest step 
ever taken and that he was mighty proud to be a repre- 
sentative from North Carolina. Mr. Longley’s talk was 
received with unlimited enthusiasm, and the delegates to 


the national convention were instructed to support Mr. 
' 


Longley in his candidacy for the presidency. 


THE NEW OFFICERS 
FTER a brief time spent in an open discussion of the 
“Good of the Association,’’ centering mainly on the 








W. RR. Inell, R. 0. Bodenheimer, D. KR. Breman, and J. B. 


Mounfort, all of Raleigh, N. C. 
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SIMPLEX Flush Valves 
can be installed with any 
style bowl of any man- 
ufacture. 


Their simplicity means long 
service, and they are especially 
adaptable for schools, apart- 
ments, office buildings, public 
places and factories. Actual 
working water pressure should 
be stated when ordering valves. 


The SIMPLEX is all that 
its name implies in construc- 
tion, in operation and in 
appearance. 


A recent improvement pro- 
vides for adjustment of length 
of flush from the exterior and 
the cleaning of by-pass with- 
out taking valve apart. 





a i oe | 
Use A 
PVE Foe 


PATENTS PINDING 


THE BEATON & CADWELL MFG. CO., 


New Britain, Conn. 


Please send at once Catalogue and other information on the 
Simplex Flush Valve, together with price list 
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The BLAUVELT 
S. A. FAUCET 


FAUCET which in every way assures 
perfect performance. Its construction 
does away with the necessity for packing 
as leaking at spindle is impossible due to a 
syphoning action produced when water is 
running. The valve is non-rotating and the 
washer composed of a special long wearing 


A 


The Blauvelt S. A. Faucet is on compound. 
permanent display at the Arch- 
itects Samples Corporation, 101 The Blauvelt S. A. Faucet is made in com- 


Park Ave., New York. pression and self closing types. The self 


closing action is of ball bearing construction. 


Both are furnished in lavatory and sink 
styles. 


Our 
) ¢ atalog 


THE F. N. DU BOIS CO., INc. 


243-247 Ninth Avenue - - NEW YORK 
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new constitution, the following officers were elected for 
the coming year: 

President, Henry Hackney, Charlotte; first vice-presi- 
dent, E. Harding, Greensboro; second vice-president, J. C. 
Parrish, Durham. D. L. Griffin was re-appointed state 
field secretary. The secretary-treasurer is to be appointed 
later. The next semi-annual convention will be held in 
Charlotte, and the next state meeting will be held in 
Goldsboro, dates to be set later. 

The following delegates to the national convention were 
elected: S. M. Stevens, Asheville; L. P. Paschall, Dur- 
ham: W. R. Dosher, Wilmington; E. B. Grady, Concord; 
Gene Munday, Statesville; A. Z. Price, Charlotte. Alter- 
nates: M. L. Ghannt, Salisbury; J. G. Dudley, Shelby; 
Cc. A. Wallin, Raleigh; Carroll Walker, Charlotte; M. 
Hunt, Greensboro; Henry Hackney, Charlotte. 

The convention then heard ‘‘Domestic Engineering’s’’ 
resolution condemning the pollution of streams, and 
adopted it unanimously. A motion was made to form a 
Ladies’ Auxiliary in every city, and to form in time a 
State Auxiliary, and the matter was set in motion so that 
at the next meeting it is hoped to have the auxiliary there 
in full force. During the meeting the ladies attending 
were entertained with sight-seeing trips. 


ADELMAN HEATING CO. HOLDS HOUSEWARMING 


The Adelman Heating Co., of Chicago, recently moved 
from 1201 Crawford avenue to 3322 Fifth avenue in this 
city. May 9 the company held a housewarming in its 
new establishment. Flowers were in evidence every- 
where, and every guest was given a hearty welcome. 
Refreshments were served. The new building is modern 
in every way, and the Adelman company is to be con- 
gratulated on its completion and equipment. 


Why Experiment? 


You run no risk of disappointment 
in quality or delivery when you stick 
to Zwermann Vitreous China Sani- 
tary Ware. You get the product of 
the largest single pottery in the 
country, whose output is limited to 
two bowls and one tank. This fact 
is practical insurance against dis- 
satisfaction and delay. If you are 
not a user of Zwermann Ware, send 
your jobber a trial order — we’ll 
rest our case on your judgment. 


Z7,WERMANN COMPANY 


Producers of Genuine Two Fire Vitreous 
China Water Closet Tanks and Closet Bowls 
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Legal Decisions 
PARTNERSHIP CONTRACT AND LIABILITY : 

N a suit between partners involving the partnership 
I contract which is in writing, the contract itself must 
be produced as the best evidence, or its nonproduction 
properly accounted for. But that doctrine does not apply 
in a suit by a third party, unless the plaintiff relies on the 
articles of partnership to establish his cause If that be 
true, then he must produce the partnership contract, or 
lawfully account for its non-production But a third 
person, suing persons as partners, is not required to rely 
on the articles of partnership in order to establish lia 
bility. A partnership may be liable to a third person, 
even though its dealings be without the scope of the 
partnership as set out in the partnership articles The 
plaintiff in such case may establish liability by showing 
that the persons sued as a partnership dealt as such, and 
held themselves out to the world as partners. They may 
be liable as partners, regardless of the provisions of the 
partnership articles Supreme Court of Mississippi, in 
Stubblefield v. Roper et al., 101 Southern Reporter, 852 


LOADING OF VEHICLES 

HERE a man was driving a Ford touring car in the 
W rear of which he was transporting an angle iron 
which projected out beyond the mud guard on one side 
of the car, to say that he had a right to transport the 
angle iron over the highway in the manner he was trans 
porting it, but in so doing was bound to use the care that 
a prudent man would exercise in like circumstances em 
bodied a correct statement of the law. One may transport 
his goods over the highway in wagons, automobiles, or 


other vehicles, loaded thereon, or therein as he may deem 








PLATE No. 38 CLOSET COMBINATION 


Consisting of Plate No. 8 Tank in combination 


ILLINOIS with Plate No. 18 Wash Down Bowl, that is fitted 


with either a® Oak or Birch Mahogany seat 
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best, provided that in so transporting them he use ie 
care that a prudent man would use—-care commensurate 
with the dangers created by his undertaking. The law 
does not undertake to prescribe the manner in which the 
goods shall be loaded, and the fact that it projects to the 
side or to the rear is not negligence per se, or in and of 
itself.Supreme Court of Vermont, in Ryder’s Adminis- 
trator v. Hayward, 126 Atlantic Reporter, 491. 


CONCERNING THE LICENSING OF PLUMBERS 
HE Supreme Court of Tennessee says that it was 
TD wt contended that a city ordinance providing 
for the examination and licensing of plumbers was un 
constitutional because the state itself had no right to 
require the examination and licensing by a board of per 
sons engaged in a mere trade, to-wit, the trade of 
plumbing 
It was insisted that such statutes and ordinances, while 
nominally concerned with the public health, were mere 


Heating Plant, 


icholas Hardware Co, schemes devised for the aggrandizement of certain classes 
Oak Park, Illinois 





The trade of plumber, however, can hardly be said to 
stand on the same basis as that of a carpenter, a shoe 
maker or a blacksmith. It is undoubtedly true that bad 


work by any of these artisans would tend to a greater 


Is anything more necessary | or less degree to impair the health or safety of the 

public, or certain individuals thereof. Still, as has been 
than water in the boiler? said, “The great weight of authority in this country is to 
the effect thet the business of plumbing is so intimately 
connected with the public health, especially in large 
centers of population where scarlet fever, typhoid fever, 


he McDonnell & Miller Duplex 

Water Feeder maintains the cor- 
rect volume of water in the boiler 
under all conditions, affording abso- 
lute protection against the damage 
due to low water—cracked sections 
and burned boilers. 


diphtheria and other diseases are apt to become epidemic, 
as to be the proper subject of police regulation.” 

This court is satisfied of the right of the state and its 
municipalities to deal with this subject by proper and 
authorized legislation But it is equally well settled that 
such legislation must not be discriminatory.—State v. 
City of Memphis et al., 266 Southwestern Reporter, 1038 


The overflow valve in the McDonnell 
& Miller Duplex Water Feeder pre- 
vents the water from rising above the 
maximum level for economical boiler 
performance. It disposes of any ex- 


RELATION BETWEEN MECHANIC AND INVENTOR 
A PPARATUS and mechanical devices must be made 
A for the purpose of experimentation, to determine the 
feasibility of abstract conceptions and the modifications 


cess condensate which may be re- thereof, if any, which should be made. Inventors who 
turned due to peculiarities in the are not skilled mechanics must employ those who are to 
system. do that class of work. The mechanic must know what 


the inventor wants, and of necessity the latter must ac- 
guaint the former with the objective sought, and the 





It is also essential protection on boil- 
ers depending upon electrically driven 
pumps for returning the condensation, 
because it insures the correct volume of high trust and configence, and the inventor must be 
of water in the boiler in the event of reasonably safeguarded against a betrayal of the faith 
current failure. 


inventor’s conception of the method of reaching it. The 


relation between mechanic and inventor is therefore one 


reposed by him in his employe, and against a misuse of 
information confidentially acquired. Because of that 
relation it is prima facie, but strongly, presumed that the 
employer, not his mechanic, is entitled to patent the in- 
| vention evolved. Consequently, in any dispute between 
! ° them as to which of them originated a patentable con 
McDonnell & Miller | ception, the duty devolves on the mechanic to establish 
ini by a clear preponderance of competent, credible, and 
“é 4 . 9 satisfactory evidence that the invention was his and not 
Doing One Thing Well that of his employer.—Court of Appeals of District of 
Columbia, in Larson v. Crowther, 1 Federal Reporter (2d 
Series), 761. 


Write for Bulletin D-2 








§ The plumbing contract for the new Springdale, Pa 
grade school has been awarded to R. E. Hirtle, of Spring 
7 . . 
: Wrigley Bldg. waren Chicago dale. The bid amounted to $5,400. 


Jud & Ormand, of San Antonio, Texas, have been 
awarded the contract for the plumbing on the new Boy 
Scouts’ home to be built in that city. 
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KENNED 











Malleable Iron and Brass 
Pipe Fittings 


You are always sure of perfect fittings when you buy Kennedys. 
They are made in a plant devoted exclusively to the manufacture 
of Kennedy Fittings, and by an organization with 46 years of 
experience in meeting the requirements of the plumbing and 
They are carefully designed for strength, appear- 
ance, and convenience in handling, and are vigilantly inspected 
throughout the course of their manufacture to assure only perfect 
And lastly they are backed by the 


heating fields. 


and dependable fittings. 
Kennedy reputation for good goods and fair dealing. 


A trial will quickly show that it pays to standardize on Kennedy 
Send for catalog to help you 


Malleable Iron and Brass Fittings. 
make a selection and buy direct from your dealer. 


MN 


- 
‘ K 
LA Branch Offices 
and Warehouses 
NEW YORK: 1286-132 White St. 
SAN FRANCISCO: 


448-450 Tenth St. 
BOSTON: 47 India St. 
C 4ICAGO;: 228 N. Jefferson St. 










MEMBERS 
THE NATIONAL 
TRADE EXTENSION BURZAD 


- name AND HEATING INDUSTRY. 
erent ne eeosteeta 















THE KENNEDY VALVE 
Mere. Co. ELMIRA, N.Y. 


SALES OFFICES: 
Salt Lake City 

Seattle 

Kansas City, Mo 


El! Paso 
Los Angeles 
Philadelphia 

Miami 
Cleveland 





Some Kennedy 
Valve Types 





Fig. 27 
Standard Bronze Gate Valves 
Built with screwed or flanged 
ends in sizes from ‘{-inch to 
6-inch 


This type of valve built 
for medium and high pressures. 





Fig. 5 
Radiator Valves 
Kennedy radiatorValvesare built in 
straightway, angle and offset corner 
types, with or without unions right 
orleft hand, and with wheel or lock 
shield and key on operating stem 





Fig. 150 
Standard Globe and Angle 


alves 
Built strongly in all parts and 
with an unusually large passage 
way for steam or fluids Always 


seats tightly and can be repacked 
under pressure 





Fig. 55 
Kennedy-Pennie Back-water 
and Sewer-Gas Valve 
For sealing the water pipe in 
residences, public buildings, fac 
tories, etc. j ully bFonze-mounted 

and has counterbalanced disc 





iy sus 
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Sn The Buyer’s Helper th 


Your buying problems are becoming 
more complicated every day. New 
specialties are constantly appearing on 
your plumbing and heating specifica- 
tions that you do not know where to 
locate. Hours of time are often wasted 
in looking up sources of supply. 


















You can have this information right 
on your desk within easy reach at all 
times by securing a copy of Domestic 
Engineering Catalog Directory 

the only buyer’s guide specializing 
in the plumbing and heating field. 


All standard products, as well as 

specialties used in the industry, are 
listed in the Classified Section, with 
the names of manufacturers and 
trade names. These items are thor- 
oughly indexed under every name 
by which they arecommonly known, 
so that it requires but a moment 
to find the source of supply of 
anything desired. 


A great many of the articles listed 
are illustrated and described in 
the Catalog Section—in fact over 
1100 pages are devoted to condensed 
catalogs of several hundred manufac- 
turers. Like products are grouped together 
for easy reference. Here you have a complete 
catalog file bound under a single cover, up- 


1732 P | to-date, and always available, with every 
———— article not only indexed, but cross-indexed 
Standard Catalog Size in the most comprehensive manner. 


734” x 1054" 


There is also an alphabetical list of manufacturers 


Price, $5.00 a Copy, Prepaid with street addresses and a section of standard 
. tables and rules used in the industry. 
Clip and Mail This Coupon The buyer who has used Domestic Engineering 


Catalog Directory and knows its worth would not 
get along without it. 


Please send us a copy of the 1925 edition of Domestic 
Engineering Catalog Directory in accordance with the 
special —— offer. We will either remit $5.00 or return 
the book within 30 days 


The 1925 edition is now being distributed and there 
are only a limited number available. Sign the 
coupon and drop it in the mail today to assure get- 
ting your copy before the supply is exhausted. 


Name 
acne DOMESTIC ENGINEERING CO. 
City ; pale State Directory Department 


Pree w ew ese esteem ee, 
kana accmananmamstssecummnaamal 


1900 Prairie Avenue 7 - ~ Chicago, Illinois 
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When we receive an order for 
Domestic Engineering Catalog 
Directory our service does not end 
after the book is mailed, but only 
begins. Subscribers are free to call 
upon us at any time for the assistance 
they may require. The letter repro- 
duced here from the G. H. Sutherland 
Company is an example of how our 
service works and how much it is 
appreciated by the buyers. 


Writing advertisers. 





v 
ery truly youre | 


THE G. p, SUPER aRD 
Co. 

















Special Approval! 


As a reader of ‘‘Domestic Engineering’’ we want you to 
have a copy of this Directory for inspection and approval. 
We feel sure when you see the book you will desire to keep it. 
If for any reason you wish to return it after thirty days’ free 
examination, you may do so without obligation. 


Teke advantage of this liberal offer and mail the coupon 
today. There are only a few copies of the 1925 edition left. 
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‘“JUDELMAR’”’ 


Basin Fixture 





Temperate water-fixture for 
less money than the old way 
of buying a pair of faucets 
and separate pop up waste. 


JUDELMAR made with re- 
newable seat valves and non- 
rising stems. 


) 


Milwaukee Flush Valve Co. 
MILWAUKEE, WIS. 
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Oklahoma Has Its Best Conventi: 


(Continued from Page 46) 


water and by installing a water system in a farm o: 
a suburban home a plumber is making a live prosp: 
tive customer for other material. 

Tuesday morning the session was given over to t 
business of the convention. 

Reports were given by S. Rice of Oklahoma City, and 
H. ©. Green, zone governors in their sections of t! 
state. C. A. Burton, Kansas City manager of the Kewanee 
Boiler Co., addressed the delegates on ‘‘Co-operation 





li. F. Hanson and 8S. A. Rice, both of Oklahoma City 


Business.”’ G. H. Wilson, of the National Trade Exten 
sion Bureau, talked on ‘“‘Conducting the Plumbing Busi 
ness,’’ and told of the many helps that the Bureau has 
provided for the men engaged in the plumbing and heat 
ing business. 


THE NEW OFFICERS 
HE LAST session of the convention was given over 
7; unfinished business and the election of the fol 
lowing officers: 

President, H. O. Green, Tulsa; vice-president, Samuel 
Rice, Oklahoma City; secretary, D. R. Lynch, Tulsa 
treasurer, A. T. Hogle, Muskogee. 

The following directors were also chosen: Henry Han 
son, Oklahoma City; E. D. Fishback, Bartlesville; J. J 


| Cosgrove, Muskogee.—-For zone governors: W. J. Case- 


more, Ponca City, west district; L. M. Megee, Tulsa, 


| northeast district. 


Oklahoma City was unanimously chosen as the place 


| for the next convention. 


AUXILIARY ACTIVITIES 
HE Women’s Auxiliary was busy all of the time 
Dae the convention. Sixty ladies were present 
and had as their guest National President Mrs. Emily 





J. L. Heath, N. G. Watt, and E, L. LaCour, all of Tulsa, Okla 
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The RYCO 


o——— Porcelain Index 


















— Bel) Metal Balls, 
preventing friction, by 
lift or side turn of handla 


Shoulder stop limiting 
lift of stem, 


Smooth Surfaces, 

ho sharp corners, Everlasting One-Piece 
. ‘ : Packing, 
Combined Packing sai 
Gland andSpring = 
Guide, 








300 Lbs. Pressure Resisting 






Special Bronze Sprit 
carrying a 200 lbs. work- 
Ing guarantee, 
Polished, Rounded, “Faultless’ Seat Dise 
Non-Cutting Seat, Washer, 


























“An Ounce of Prevention 
Is Worth a Pound of Cure’ 


— Old Proverb 


In order to cure the big problem of water waste, 
more and more cities are every day installing 
water meters. 


But a better method is to prevent this waste in 
the first place by selling and installing the 
RYCO ball bearing, self-closing basin cock. 


The RYCO is a quality fixture all the way 
through. Its simplicity, ruggedness, renewable 
seat, small number of parts, and other features 
put it in a class by itself. But the picture 
tells the ‘‘inside’’ story of its design and con- 
struction far better than words. Study it! 


You’ll make no mistake and it will 





pay you well when you push the RYCO. 








1383— J, J. Ryan & Company— 1925 


Monroe and Jefferson Streets 
Chicago, Illinois 
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Adopted as Standard by Thousands 


HERE is nothing extraordinary about 
this “McR” Compression Bibb, yet the 
fact remains that it is enough better 
than the ordinary variety to make it 
the preference of several thousand 
master plumbers. 








Of course, its being made by one of the 
oldest brass manufacturers in the 
country, who know just how a faucet 
| should be made to give the maximum 
5} service and who make it just that way, 

| undoubtedly accounts in a large meas- 
| ure for its popularity. 


brass goods without specifying 


If you have been ordering your 
the make, call for ‘‘McR’’ next 


time and note the difference. 
i The chances are you’ll stand- 
ardize on ‘‘McR’’ too. 


Ohe MERAE & ROBERTS CO..@) 


DETROIT , MICHIGAN 
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VV. Hornbrook, of Kansas City Besides taking a very H. F. Shannon, Meister Bros. & Bracht Co., Tulsa 
active part in the social affairs of the master plumbers, N. M. Odell, Raymond Supply Co., Tulsa. 
the women of the auxiliary met and conducted business L. W. Howard, Kellogg-Mackay Co., Tulsa 
of their own. One of the things which they did was P. R. Williams, Crane Co., Tulsa 
to raise $100 to give toward the scholarship fund of A. D. Holmes and C. Sparks, Plumbers’ Supply Co., 
the National Association. Tulsa 

The election of officers of the auxiliary resulted as G. S. Hull, Hull Engineering Specialty Co., Tulsa 
follows: President, Mrs. J. J. Cosgrove, Muskogee; vice- R. L. Watt and F. Colbert, Federal Steam Specialty 


president, Mrs. E. D. Fishback, Bartlesville; secretary, Co., Oklahoma City. 
L. H. Bland, U. S. Water & Steam Supply Co., Kansas 


J. H. Haas, Meister Bros. & Bracht Co., Tulsa 

Cc. S. Legg, Crane Co., Oklahoma City 

F. E. Nelson, Mideke Supply Co., Oklahoma City 

J. B. Padfield, Atlas Supply Co., Muskogee 

G. Gibbs and B. A. Clark, Raymond Supply Co., Tulsa 
D. W. Holmes, Plumbers’ Supply Co., Tulsa 

M. T. Primmer, Crane Co., Muskogee 

S. Lerner, Raymond Supply Co., Tulsa 

I. G. Madden, Meister Bros. & Bracht Co., Tulsa 

KF. W. C. Bailey, Eagle-Picher Lead Co., Joplin, Mo 
C. J. Edwards, EverHot Heater Co., Tulsa. 
I 
I 





4. L. Graves, Standard Sanitary Mfg. Co., Tulsa 


». Hisser, Standard Sanitary Mfg. C cansas City 
G. R. MeKey, of Ponea City, Okla., and M. Donnelly and T. J. seg dags andard anitary Mfg o., Kansas City, Mo 


i Botamier, both of Oklahoma City W. J. Lantz, Duro Pump & Mfg. Co., Dayton, Ohio 
J. H. Hutchinson, Duro Pump & Mfg. Co., Tulsa. 
Mrs. W. F. Black, Enid; treasurer, Mrs. D. R. Lynch, A. E. Witty, Sloan Valve Co., Chicago. 
Tulsa. A. A. Hannan, Pittsburg Water Heater Co., Tulsa 
Delegates to the National convention at Portland will Cc. S. Melson, Pittsburg Water Heater Co., Dallas, Tex 
be Mrs. Cosgrove and Mrs. Fishback. O. G. Jentsch, Wolverine Brass Works, Grand Rapids 
Ike Roark, I. L. Roark & Co., Kansas City, Mo. 
SUPPLY MEN IN ATTENDANCE M. J. Smyth, Sunshine Mantle Co., Tulsa 
HE following supply men were in attendance: W. H. Scott, Duriron Co., Ine., Dayton, Ohio 
T W. H. Gransden, Western Supply Co., Tulsa. Geo. R. Manchester and C. O. Armstrong, Ruud Mfg 
R. R. Hicks, N. O. Nelson Mfg. Co., St. Louis, Mo. Co., Oklahoma City. 








SYSTEM| 











Single Pipe Vapor 
In Use in This Prominent Building at Newark, N. J. 


eg WARD BAL ASS 








Qa 


14th WARD BUILDING & LOAN ASSOCIATION. J. F. Cook—Architect 
The use of the GORTON SINGLE PIPE VAPOR SYSTEM in the above and many other buildings of 


all kinds has demonstrated its successful application; from the tiny cottage to the commercial temple 


“Get Wise’’ to SINGLE PIPE VAPOR. Literature on Request. 


GORTON & LIDGERWOOD CO. 9 Liberty St., New York City 


Established 1887 Represented in Principal Cities 
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Substitutin 
for Old Se! 


ATHER a responsible job it is, that radia- 
tors have: substituting for the sun in fur- 





nishing warmth during the winter months. 
Not only furnishing adequate warmth, but 
furnishing it efhciently; and—-when sudden 
changes of temperature make it necessary 


quic kly . 


These important qualities have been incor- 
porated in Aero radiators through proper de- 
sign. lhe water content is smaller than the 
average, which results in faster circulation. 
The barrel walls are thinner—which gives 
quicker heat transfer. The spacing is adequate 

which permits free circulation of the ai 
through and around each barrel, and as a 
consequence makes every inch of surface 
effective. 


Condensation tests (true indication of a radia- 
tor’s ethciency) have proven Aero radiators 
superior. Performance——the index to the 
proper design of a radiator—-has shown Aero 


radiators as permanently dependable. 





With beauty, effic lency, 
de pendabilit y, and a long 
array of other exclusive 
de f trable featu res, the Aero 
line still sells at the cost 


of standard radiation. 





RADIATORS 
ih Beauty and Warmth |] 
cr “oe 

















Nationar Rapiator Company 
JOHNSTOWN, PA. 
PLANTS: Johnstown, Pa., New Castle, Pa., Trenton, N. J 


BRANCH OFFICES: New York, Philadelphia, Baltimore, 
Washington, Richmond, Pittsburgh. 
Cincinnati, Cleveland and Chicago. 








ENGINEERING May 16, 1125 


D. B. Hedberg, Crane Co., Oklahoma City. 

F. C. Burns, Kewanee Boiler Co., Kewanee, IIl. 

F. W. Rae, American Radiator Co., Kansas City, Mo 

F. G. Kune, Pittsburg Water Heater Co., Dallas, Texas 

Geo. E. Cooke, Geo. E. Cooke Co., Kansas City, M 

V. L. Ginaine, EverHot Heater Co., Kansas City, Mo 

L. H. Scott, Wolverine Brass Works, Grand Rapids, 
Mich H. D. Miller, Humphrey Co., Kalamazoo, Mich, 

C. W. Hazelton, A. H. Wolff Gas Radiator Co., New 








Mr. and Mrs. H. MeGuire, of Bartlesville, Okla., and Mr. and 
Mrs. J. J. Cosgrove, of Muskogee, Okla. 


W. H. Blodgett, U. S. Radiator Corporation, Oklahoma 
City. N. E, Bleuler and C. B. Sanders, Crane Co., Tulsa 
Kk. S. Storm, Hoffman Specialty Co., Chicago. 
W. L. Bergman, Bastian-Morley Co., Oklahoma City. 
W. C. Allison, The John Wood Mfg. Co., Conshohocken, 
Pa. E. P. Gallup, Woodward-Wanger Co., Philadelphia 
F. F. Dodds, American Radiator Co., Kansas City, Mo 
(. A. Burton, Kewanee Boiler Co., Kansas City, Mo. 
W. G. Craig, Kewanee Boiler Co., Tulsa. 





F. F. Dodds, manager of the Kansas City branch of American 

Radiator Co.; F. FE. Nelson, Mideke Supply Co., of Oklahoma 

City, and E. 8. Storm, vice-president of the Hoffman Specialty 
Co., of Chicago 


H. B. Meister, Meister Bros. & Bracht Co., Tulsa 

B. Raymond, Raymond Supply Co., Tulsa. 

R. M. Freeman and H. H. Holmes, Plumbers’ Supply 
Co., Tulsa. R. G. Christian, Raymond Supply Co., Tulsa 

J. Harris, Meister Bros. & Bracht Co., Tulsa. 


EXHIBITS 
} DJOINING the ¢onvention hall, a number of manu 
A facturers and supply houses had attractive displays 
where the delegates spent many pleasant and profitable 
hours Among those who had displays were Ruud 
Mfg. Co., I. L. Roark & Co., Josam Mfg. Co., Jno. Wood 
Mfg. Co., EverHot Heater Co., Crane Co., Wolverine Brass 
Works, Duro Pump & Mfg. Co., Pittsburg Water Heater 


Co. 











FOR THE GOOD OF THE SYSTEM 
| use TRANE Traps with the Trane Pumps 


I lighest grade radiator traps, you know, 
make a good vacuum pump better. 
That's because the pump can only pro- 
duce vacuum; you must depend on the 
traps to hold it. The traps are, there- 
fore, really a part of the pumping sys- 
tem. And that is why we say that one 
reason for the success of Trane pumps 
is because they are usually used with 
Trane traps. 


In combination, Trane traps and Trane 
pumps are the one sure cure for divided 
responsibility. Use them together 
for the good of the system 


The Trane Company 


204 Cameron Avenue 


La Crosse, Wisconsin, U.S. A. 





In Canada address The Trane Co } 
In England: 22-23 Clerkenwell Close 





wisconsin (7 my 
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Revolutionizes Steam 





OU all know the various and uncertain methods of 

boiler selection which have prevailed for years, due 
to the continuous raising of ratings. Even the experts 
have been confused. 


The situation had grown so bad that last year the 
cast iron boiler manufacturers were called together by 
one of the engineering societies and asked to compose 
their differences and agree upon some uniform method 
of boiler rating. 


This the manufacturers were unable to do, having 
been out of agreement for the past thirty years. Dur- 
ing this time boiler ratings have been raised repeatedly, 
in most cases without change in the actual capacity of 
the boilers. 


The Abram Cox Stove Company, manufacturers of 
Novelty Boilers, then took the bull by the horns 
and abandoned boiler ratings entirely. After months 
of study, laboratory tests and the checking of jobs 
that have been in use many years, they evolved the 
Novelty Boiler Selection Plan. This plan states the 
actual amount of radiation that can be installed with 
each Novelty Boiler. 


The Novelty Boiler Selection Plan is the one accu- 
rate method of selecting the exact size boiler required 
under given conditions. This is the first time in the 
history of the boiler industry that such a thing has been 
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possible, and it is made possible now only by 
scrapping all old methods of selection and 
basing this process on an entirely new principle. 


In the Novelty Boiler Selection Plan you ¢ 


capacity with a flue of a given size, brings per- 
fect co-ordination throughout the entire plant. 


Name 


Address 


Write for your copy of the new Novelty 








select a boiler by the dimensions of the flue, [7 -“""—_, 

and automatically you get that proper WRITE FOR THIS 
balance of boiler and flue which insures the BOOKLET —It’s Free! 
most satisfactory results from a steam or hot Abram Cox Stove Co. 
water heating system. Complete tables show Gentlemens Pha wend Handbook 
how the use of a Novelty Boiler of a given radiation which “can” be’ inatalled 





Handbook and see how all the various elements 
that should enter into the selection of a boiler, dovetail 
together under this new method. It is all worked out for 
you in tables that represent much thought and labor. 
If this book were not free, you would gladly pay for it. 


You can now select a boiler for any job quickly, and 
be sure you have the right size. 


Address Dept. D-5 at the nearest office 


183897—_- ABRAM COX STOVE CO.— 225 


American and Dauphin Sts., Philadelphia 


NEW YORK OFFICE CHICAGO OFFICE 
113 E. 34th Street 736 W. Monroe Street 


Manufacturers of heating boilers for 37 years 
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Prevents tampering 


The Jenkins Valve of the type 
shown, with lock shield, is opened 
or closed by means of a key, and 
for this reason, it is a good valve 
for use in public places. The 
key lock arrangement prevents 
unauthorized tampering 


When so Jenkins 
Bronze Valves can be furnished 


specified, 


with lock shields. Wherever 
' meddling is especially undesir 
ard I able, make sure these valves 


are used. 


JENKINS BROS. 


80 White Street New York, N. Y- 


24 Atlantic Avenue Boston, Mass 
133 No. Seventh Street Philadelphia, Pa 
646 Washington Boulevard Chicago, Ill 

JENKINS BROS., LIMITED 
Montreal, Canada London, England 


Always marked with the” Diamond” 


“yenkins \alves 


SINCE 1864 

















IMPROVED 


New Model ‘‘R’’ 
Automatic 


CELLAR DRAINER 


Another Way to Sell 
Cellar Drainers — 


Every time you are asked to estimate 
on a new plumbing job, add the 
following paragraph: 


I recommend the installation of a 
PENBERTHY AUTOMATIC 
CELLAR DRAINER This device 
will insure you against the annoyance 
and expense of a flooded basement. 
It takes up but little space, uses the 
regular city water pressure for power 
More Efficient and requires no attention or mainte 

nance. The price for the proper size 
More Economical for your building, installed complete, 


More Reliable is $. 


More Durable You'll be surprised at the extra busi 
ness you can create by this simple 
More Compact method 





More Powerful 
Your jobber can supply you 


Penberthy Injector Co. 
Established 1866 


1244 Holden Ave., Detroit, Mich. 
Canadian Plant, Windsor, Ont. 


More Accessible 
More Salable 





REG.U.S.PAT.OFF, 
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Florida Master Plumbers’ 
Convention 


(Continued from Page 43) 


$1,550.00. <A splendid spirit was shown by all and not 
dissenting voice was heard 

Miami was selected as the next convention city, dat 
to be set by National Association. 

It was a wonderful meeting keyed up to a high pit: 

















Vv. L. Peavy, of the National Trade Extension Bureau; H. Bb. 

Longley, vice-president of the National Association of Master 

Plumbers, and W. J. Edetblut, of Fort Myers, Fla., president 
of the Florida Master Plumbers’ Association 


of enthusiasm and following a program planned before 


hand The afternoon was spent at Pabelo Beach and a 
banquet was planned for the evening, with a vaudeville 
show enjoyed by all In the evening the master plumbers 








Mrs. T. H. Thompson, Jacksonville, Fla., president of the 

Ladies’ Auxiliary of Florida; Mrs. Charles Koegel, Jackson- 

ville, secretary of the Ladies’ Auxiliary of Florida and 

president of the Jacksonville Auxiliary; Mrs. KE. A. Grant, of 
Avon Park, Fla., and her twin sons 
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INDIANA 


The heaviest standard 
tank fittings made 





INDIANA 
Flush Valve 


No. 200 


Reg. U.S. Patent Office, 


ERIT is never a matter of chance 

but is due to clear cut, concentrated 
effort directed to the attainment of a 
definite object. 


The growing popularity of Indiana Standard 
Tank Fittings is but the logical result of 
our determination to produce a decidedly 
superior product. The largest tank manu- 
facturers in the country use Indiana 
Fittings as Standard Equipment. 


THE INDIANA BRASS CO. 





October 20, 1920 FRANKFORT - - INDIANA 
en, rel 
UAOTUUUUUUNUNYQQGQQGOUOAUOUUOUUOOTOEEEOUUUUUOUOOOOOGUOOOUOOOGGOOGAGGCEEOTETRETTTTTTT | et) 


a 

. ; ee} 4 “ 

The largest exclusive manufacturers RNG z_ 
of tank fittings tn the world. b 4 4 
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Manufactured under license from ‘‘Hawks’’ Patent | 
No. 1,245,228 of November 6, 1917. 











sides 1x34, 34x34 or 34x14. Suitable for any size, style or make | | 
Boiler — Male end of Tee for screwing into Range Boiler has 
proper taper to take care of slight variations in tappings on 


| 
| 
HI 
All with GALVANIZED MALLEABLE TEE Threaded on 
| 
| 
| 
Boilers and will always make up tight. | 
| 


The Eastern Foundry Company 


Boyertown, Pa. 


May 16, 1925 





Philadelphia Office 
940 Drexel Building 


Boston Office 
432 Rice Building 


PACIFIC COAST: 


New York Office 
$0 Church Street 


623 Larkin Street 
San Francisco, Calif. 


1427 L. C. Smith Building 
Seattle, Wash. 





——— 


58 East First Street 
Salt Lake City, Utah 




















324 North San Pedro Street 
Los Angeles, Calif. 
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of Jacksonville gave C. M. Chapman of that city a beau- | TOTO eT Mite} 


tiful silver watch in appreciation of the untiring efforts, | 

the good will and the confidence he had instilled in the | It Does the Work 
| 
| 





men of Jacksonville. 
Any vapor, vacuum, atmospheric or 
modulation system can be improved 
by equipping it with the 


THE NEW OFFICERS 
j bog following officers were elected: President, Walter | 
J. Edelblut, Fort Myers; vice-president, Chas. M Th S) h T 
Chapman, Jacksonville; treasurer, W. F. Krumpe, West ermo yp on rap 
Palm Beach. Delegates to National Convention: W. E It returns condensation to boiler as 
McAndrews, Tampa, and T. H. Thompson, Jacksonville fast as it forms, regardless of 
Alternates: F. P. Moss, Miami, and Geo. Keefe, Jack- | a CS ee 
sonville. 
The following manufacturers and wholesalers helped | = 
9 
a 
a 
ai 


There are many other uses for this 
trap. Bulletin No. 16 explains it 
fully. Write for it. 





to make this convention a success: J. A. Sexauer; Good | TRAP SPECIALISTS 
Lytton Mfg. Corp. frnuin, ve. 


eT eT e TUT Te TST Te TSH? LL Lue LLL ® Lod 


Mfg. Co.: Ross Mfg. Co.: Jas. Robertson; Bowlin Plumb 
ing Specialty Co.; Crane Co.; S. B. Hubbard; Automatic 
Heating Co.; Oster Mfg. Co.; C. P. Litchey; Delco Light 
Co.; Jacksonville Gas Co.; Best Mfg. Co.; Pierce, Butler & 


Pierce Mfg. Corp.; Wolverine Brass Works; Mott Southern | ref MY E RS ELECTR I c 


Cs:; peagp~es vremens Co.; Cameron . eral Ce; HOUSE PUMPS 
Monmouth Supply Co.; Haines, Jones & Cadbury Co.; pad 3 : : 
Florida Automatic Gas & Engine Co. We For Home or Farm 
The newspapers also co-operated in making this con- 
vention a success. A big banner announcing the conven- 
tion was stretched across the main street and a special 
display of electric lights in the block where the exhibit 








A complete unit ready to be con 
nected up with water and power lines 
Equipment includes pump, motor, tank, 
automatic switch, gauges, valves and 
fittings. Operation any electrical cur- 
rent—city service and farm lighting 
and power systems. Most important 

safe, silent, sure and dependable. An 
acknowledged leader in water circles 
and one that always gives satisfaction 
Other water systems of equal merit for 
hand or power operation make up the 
MYERS LINE—A postal brings cata- 
log and information. 


THe F. E. MYERS & BRO. CO. 
Ashland, Ohio 
Ashland Pump and Hay Tool Works 


was held was lighted. 

A few of the many representatives present were as | 
follows: C. 0. Langston, Plumbing Inspector of Duval 
County; Robert L. Wood, Speakman Co.; Thos. J. Berk- 
stresser, Monmouth Supply Co.; P. L. Guest, Jr., Hoff- 
man Specialty Co.; R. H. Johnson, Pierce Butler & Pierce 
Mfg. Corp.; A. C. Lampkin, Bowlin Plumbing Specialty | 


Co. 














The Charles Hoffman Co., of Mansfield, Ohio, has been 
awarded the contract for the plumbing and heating in 


the new Richland county hospital in that city. The The public by thousands is turn- 





plumbing bid was $6,393 while the heating amounted to ing to No. 1 Buckwheat Coal to 
$11,147, with the proviso that if awarded both contracts * 
the total bid would be reduced to $17,092. Save $4 to $7 per ton. That 1S 


The Redmon Heating Co., 146 North Fourth avenue, why Heating Contractors are 
Louisville, Ky., is installing the plumbing and heating in installing sO many thousands of 
several large buildings being erected in that city. Among 
these are the $1,500,000 addition to the Waverly Hill me, YY 
sanitarium, the new St. Joseph’s infirmary, a new five- pence 
story building for the Standard Sanitary Mfg. Co., and steam .vapor or hot water 


the new Ormsby apartments. Heaters 


burn No.1 Buckwheat coal 


Ob i STANDARD HEATER Co. General Offices: WILLIAMspoRT, Pa. 
New York City Boston Philadelphia Baltimore Lancaster Buffalo 
ituary Rochester Washington Schenectady Syracuse Harrisburg Scranton 
A. V. Hewitt 
A. V. Hewitt, president of the Hewitt Hardware Com- 

pany, Inc., 218 East Mahoning avenue, Punxsutawney, U 7) 
Pa., died at his home in that city on Tuesday, April 21, 

in his 65th year. Mr. Hewitt had conducted a hardware, 
plumbing and heating business in Punxsutawney since EAGLE-PICHER 


1890, 














C. W. Siedel ACK of every Eagle-Picher product are years of 

experience in seeking always to produce a finer 
lead product for every purpose. An alert Research 
Division keeps Eagle-Picher a forerunner in the prog- 


C. W. Siedel, estimator and plumbing superintendent of 
P. Nacey Co., 927 South State street, Chicago, died Thurs- 


day morning, April 23, as the result of an unfortunate ress of the industry. For any information about lead or 
accident with one of his company’s trucks on April 21. its products, you may call upon Eagle-Picher. 

Mr. Siedel was widely known among the Chicago trade The EAGLE-PICHER LEAD COMPANY 
and supply houses, his connection with P. Nacey Co. ex- Chicago + Joplin + Cincinnati 

tending over a period of 29 years. He is survived by his Producers of lead and allied products 

widow and one daughter. Burial was at Oakwoods 


Eleven Plants + Branches in all principal cities 











Cemetery, April 25. 
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THE DUPLEX 
Something New in Urinal Stalls 


‘“AVON’’ SEMI-VITREOUS PORCELAIN WARE 








Piate 78E — Junior 
(Formerly Plate 82E) 


THE DUPLEX URINAL STALL 


(Patented) 


Shown with Flush Valve. Requires very little water; 
therefore loose key shut-off valve is recommended. 
Can also be used with Porcelain Tank. 


Especially Adapted for Schools 
No Boy too Small to Use this Stall 


_ Dimensions: Width, over all, 24”. Height, over all, 46’. 
Height, floor line to top of stall, 414”. 





Has same capacity as two 18” regulation type urinal 


stalls. 
. a bodies: The first cost of each of these two Duplex stalls is 30 
Plate 79E — Senior to 50% less than a two-piece battery of 18” or 24” old 
THE DUPLEX URINAL STALL style regulation stall urinals. 
Dowtte Wing Sanitary conditions are improved to the state of 
Pa hens rien : absolute perfection through the elimination of un- 
Shown in combination with 3-gallon Porcelain Tank. sightly, troublesome and unsanitary joints. 
Can also be used with flush valve. We recommend this ; i ; 
type of urinal (Plate 79E) for all classes of buildings where The inlet spreader is made of earthenware, integral 
men’s toilets are installed. with the top of the stall; and flushes thoroughly every 
Dimensions: Width, over all, 28”. Height, over all, 48’. part of the surface to be flushed. 
Height, floor line to top of stall, 434’. There can be no substitute for the Duplex, for there 
Has same capacity as two 24” regulation type urinal stalls is no equal from any standpoint. 


Sold through jobbers of plumbing supplies. Write us for descriptive circular. 


Wheeling Sanitary Mfé. Co., - Wheeling, W. Va. ‘ee 


VITREOUS CHINA—Closet Bowls and Flush Tanks of all kinds. 
SEMI-VITREOUS PORCELAIN — Baths, Sinks, Lavatories, Drinking Fountains, Urinal Stalls, etc. 
ENAMELED IRON — Baths on feet and on base. 


Branch Office and Show Room: 315 Wrigley Building, Chicago, Illinois 














Mention Domestic ENGINEERING when writing advertisers. 
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The Annual Meeting of the 
Tennessee Sanitary Engineers 


(Continued from Page 38) 


try about five miles, where a barbecue was arranged 


\fter enjoying a real feast the balance of the afternoon 


was spent in games. 


Tuesday evening a banquet was held at the Claridge 


Hotel. Music and dancing followed. 
The following officers were elected: President, Geo 
Rk. Jones, Chattanooga; vice-president, FE. [. Luck, Nash 





| 


mM 
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SCIENTIFIC COMBUSTION 


Water Heaters 


They are easy and profitable to 


sell because owners like the “‘fire 
brick ring” which keeps the fire 


alive. 


Ss 


a 
@ 


Weil-M‘Lain Company 


anufacturing Division 
ichigan City, Indiana 





Jobbing Division 
Chicago, Illinois 
2 




















The delegates from Nashville at the twenty-sixth annual 
convention of the Tennessee Sanitary Engineers 
ville; treasurer, J. L. Evans, Memphis A secretary 


Backed by thirty- 
seven years of 
manufacturing 






experience 
The Ohio Brass Co. 


Mansfield, Ohio 


MLY 

















and directors are to be appointed by the president 
The following supply men were in attendance: 


R. D. Averitt, Crane Co., Chicago 

M. W. Connelly, Best Mfg. Co, Pittsburgh. 

G. C. Davis, Good Mfg. Co., New York City 

J. H. Jones, N. O. Nelson Mfg. Co., St. Louis 

P. R. Jarrett, Southern Sales Co. 

J. A. Cotter, Nye Tool & Machine Works, Chicago 
R. J. McKay, A. M. Byers Co., Pittsburgh. 





A PERFECT JOB 


IS THE RESULT WHEN USING 


R The “American” Ground Joint 
Waste Connections with 


Wal --—-LEAD RING 


one is interested in this 








No, 752 


AMERICAN SANITARY MFG. CO. 


Eve 
new fitting. 


ABINGDON, ILLINOIS 


All Jobbers Should Stock Them 

















The delegutes from Chattanooga at the twenty-sixth annual 


convention of the Tennessee Sanitary Engineers 


J. B. Lammons, Sloan Valve Co., Chicago 
J.C. Kettells and V. G. Collins, J. A. Sexauer Mfg. Co., 
New York City. 
C. M. Baumgardner, U. 
R. T. Clarkson, R. T. Clarkson Co., Memphis. 
W. P. Evans, William Heap & Sons, Grand Haven, Mich. 


S. Radiator Corporation, Detroit 









LET’S GO! 
THE HOTSTREAM HEATER COMPANY, Cleveland, 


KEROSENE 


Batisfies because it's rig 


WICK BURNER TYPE 


An onomical. safe, convenient Hot- 
Btream Heater that furnishes constant hot 
water for domestic use da nd night 
Noiseless, smokele odories 10 generate 
ing Burns 19 to 30 hours per gallon 
Wick requires no y Sells and 


trimming 
s right 





HEATER 



















“*Makers of Heaters That Heat’’ 


NEW YORK OFFICE: 210 EAST 45TH STREET 


italog and Price Sheet 


Have you our ¢ 
covering our complete 
priced heaters? Write t« 


line of popular 
lay. 






Ohio 
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YICHMOND 


PRODUCT... 
TRAP SCREW FERRULES 


Sixteen years experience In the manufac- 
ture of plumbing specialties has given us 












a thorough knowledge of the requirements 
of the trade 


Our trap screw ferrules are ac curately 
machined, clean cut and nicely finished 
the line is complete in range and di sign 


RICHMOND 


FOUNDRY & MANUFACTURING CO. 
RICHMOND, VA. 


A DEPENDABLE SOURCE: OF SUPPLY: 





Apso 


| WATER HEATERS 


are hot stuff. And they are built | 
of steel in the the same fine manner 
as the famous Kewanee Boilers 


KEWANEE BoILER COMPANY 


Kewanee, Ill. 




















SPEED 
UP 


Speed up your work with 
Universal Connections. The double 
ground joints with male and female 
threads eliminate soldering. I &M Bent Tube 








Adjustable Swivel Traps with extruded nuts are 
specified as standard. 


At Your Jobbers 


| The Ireland & Matthews Mfg. Co. 
Detroit,’ Michigan 


: 











UMPH 


TRAC Marr 


Automatic Gas Water Heater 

One Humphrey Automatic 
sells another. Every Hum- 
phrey owner is an enthusi- 
astic Humphrey salesman. 
If you haven’t any working 
for you now — better start 
the ball rolling. 


Humphrey Company 
(Dio. Ruud Mfg. Co.) 
Kalamazoo - Michigan 





Type s¢a” 
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Legal Decisions 


“PARTNERSHIP” DEFINED 
“PARTNERSHIP” is the association of two or mors 
A persons for the purpose of carrying on business 
together, and dividing the profits and losses between 


| them, and exists as the result of a voluntary contract 


between the parties, and never solely by operation of 
law Supreme Court of Oklahoma, in Wammack et a! 


v. Jones, 229 Pacific Reporter, 159. 


GUARANTY OF FUTURE ADVANCES 
NLESS a guarantor, in making an offer of guaranty; 
U of future advances, demands notice of acceptancs 
of his undertaking, such notice is unnecessary. In th: 
ordinary case, the extension of credit referred to, of itself 








without notice to the guarantor, is acceptance and com 
| pletes the contract; there being no reason for applying 
| to guaranties any other or different rules than thos: 
| which govern the making of other contracts. Mere notice 
| of the acceptance of the ordinary commercial guaranty 
would accomplish nothing. This is because the offeror 
| ordinarily, by his offer, indicates that 
alone as distinguished 


acceptance must 


be by an act from an act plus 
The act required as acceptance is thi 
contemplated credit. Anything 
tional, as the guarantee’s saying to the guarantor, ‘I 


| accept your offer and will extend the credit when it is 


| notice of the act. 


extension of the addi 


is usually nothing more than a courtesy. It 
contract 
| guarantor may withdraw his undertaking up to the mo 
credit is extended on the faith of it. That 
consideration shows that normally there can be no accept 


asked for,”’ 


does not and cannot complete a because the 


} ment that 
| ance save by the act of extending credit. Of course, the 
guarantor, in addition to that act and in order to bind 
him, may require notice Supreme Court of Minnesota, 
in Midland National Bank y. 
Northwestern Reporter, 851. 


Security Elevator Co., 200 


NOTICE NECESSARY OF CHANGE IN FIRM 

T is elemental in the law of partnership that, upon 
I dissolution of a firm or the sale by it of the firm 
business, and the business is continued in the same name, 
the old firm and its members continue to be liable for 
debts contracted by the new firm to such persons as had 
theretofore done business with the old firm, unless such 
persons knew of the change in the firm or had actual 
notice of it. The rule imposes upon the members of the 
retiring firm the duty to notify the persons with whom 
it had been doing business, to the end not only that the 
retiring members may be relieved from liability for the 
debts of the new firm, but to the further end that the 
old firm’s former customers may exercise their judgment 
in dealing with the new firm. It is all a question of good 
faith in the conduct of commercial business, and the rule 
is imposed so that no deception may be practiced or mis 





understanding result because of the change in a firm 


As it is not unusual for a partnership doing business 
under one name or style to change or slightly modify, the 
business name without there being any change whatsoever 
in the membership of the firm, the mere leaving out of 
one word in a firm style, which materially 
change its sound, or indicate that it is a new firm, will 
not operate as a notice to those previously doing business 
with the old firm under the old name that a change has 


does not 


| taken place in the ownership of the business.—Court of 


| Appeals of Kentucky, in Reid, Murdock & Co. v. Model 
Meat & Grocery Co., 265 Southwestern Reporter, 322. 
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REAL Cleanliness—Always— With 
Z| * * © 
ajoca Bath Fittings 
| Entirely new standards in 
bathing hygiene have been es- 
tablished by the ‘‘Berwyn”’ and 
‘Ardmore’ Bath Fittings, the 
cleanest made. 
See how the stopper is oper- 
ated by an outside rod; this 
works on the well-known pop-up 
principle and by it every drop of 
water is kept in the tub. None 
can circulate thru waste or over- 
flow to loosen soapy residue, 
dead skin and germs that may 
have been left from previous 
bathings. 
The “Berwyn” and ‘‘Ard- 
nue weno traeey more’ fit any make, style or size Plate W005 (Potente 
“BERWYN” Bath Fitting | enameled bath and areextremely — “ARDMORE” Bath Fitting 
xival"tompresion ”auoniyivines §=—€asy to install. Average plumb- situ competion Sunol ttn 
nimi tirough overdo an'tning ne FS take far less time in their thins net Shit ealt oer So 
talvet and china escurcheons. sin gtallations and they work with — }!2%,sy,iaichine sete 
The overflow and waste pips in both ° a oe i arcade 
“nerwyn and sArdmere vivvins © Derfection. Use these fittings amd oyer'rim ius'to'the ine apy ars 
lie aaa reduce your time and labor costs. | 
All wearing parts, stems, thread barrels and seats are removable and 
renewable. The underfloor arm is made leakproof by the flexible 
Hajoca metal washer; valves and waste mechanism have ‘‘roughing- 
in” adjustments, a most practical feature when plumber meets with 
plastering mistakes. 
Your jobber can promptly supply 
Hajoca Bath Fittings pre-eminent 
for quality and moderate price. 
loo HAINES, JONES & CADBURY Co. 
wo! fi HAJOCA PLUMBING GOODS 
2 pls GENERAL OFFICES, PHIL ADEL PHIA,PA. 
Ys GRASS WORKS, enn acecenia.en IRON WORMS ,wonmisrown,ea. 
Piet PHILADELPHIA «SAN FRANCISCO = sSAVANNAH 
—-— “2.2. 
CL) (a) 
Mention Domestic ENGINEERING when writing advertisers. 
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| FITTINGS 








SQUARE 


lron = Malleablelron 





We are so proud of Square 
‘‘Gee’’ fittings that we 
stamp on each one a square 
G as a means of instant 
recognition. 





THE GRABLER MANUFACTURING CO. 
CLEVELAND, QO. 


ull Dos Seats 


seaserceee 





Bull-Dog Seats 
do not require 
repairs or re- 
placement 
within a dozen 
years or longer. 








“HEAP.: 


Patent Plumbing Specialties 


Duo-Jet Closets and Flush 
Valves; Urinals, Self-closing 


Cocks; Liquid Soap Fixtures; 


Drinking Fountains, etc. 
Send for our Catalog 


IMPERIAL BRASS MANUFACTURING Co. 
510 S. Racine Ave. CHICAGO, ILL. 
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SPEAKERS’ BUREAU OF C, 8S. D. L. HOLDS MEETING 


Bureau of the Calif 
Francisco 


Members of the 
Development 


Speakers’ 
Sanitation League of San 
a dinner meeting at the Palace Hotel in that city 
cently and laid plans for an intensive campaign of 
cation to be directed at the various civic and comme: | 
clubs and organizations throughout the state 

Each member of the bureau gave a synopsis of 
talk, which was then criticized by the other memb: 
and outlines covering the subject thoroughly wers 
| tributed It is planned to have a dinner meeting ey 
month 


Members of the Speakers’ Bureau are: L. J. Wald 
| Pacific Sanitary Mfg. Co.; Burr Eastwood, Holbroo} 
| Merrill & Stetson; N. W. Farlow, Holbrook, Merril! « 


Ahlbach, Ahlbach & Mayer; H. Graham, Gra 
ham Plumbing Co.; F. A. White, ‘“‘Domestic Engin: 
ing’; C. C,. Newkirk, California Master Plumbers’ A 
ciation; J. R. Whalen, ‘“‘Plumbers’ Trade Journal’; B. F 
Blair, Pacific Sanitary Mfg. Co.; P. Mack, Geo. H. Ta 
Co.; H. Friesley, M. Stulsaft Co.; E. Heymans, manu 
facturers’ agent; Miss Alice M. Jackson, Standard San 
Kennedy, Standard Sanitary Mfg. ( 
Mark-Lally Co.; H. Oliphant, Geo. H 


Stetson; J. 


tary Mfg. Co.; G. 
R. M. Mahaffey, 
Tay Co 
ATLANTA ASSOCIATION ELECTS NEW MEMBERS 

At a recent meeting of the Atlanta, Ga., Association 
of Master Plumbers the following concerns were elected 
to membership: Picklesimer Plumbing Co., Gresham 
Jackson Co., M. W. Wise & Co., Smith & Guest, McGrath 
& Arrowood, H. M. Jackson Co., T. W. Duke & Son 
taxter Plumbing Co. and the Stevenson Co., Inc. 

The Atlanta association is perturbed by the new law 
in Florida which prohibits any but Florida plumbers from 
filling contracts in that state. In the past a great number 
of Atlanta masters have done work in Florida, and they 






















Armstrong 
Twin Jaw 


EXCELLENCE CHAIN PIPE 
~eegarser WRENCH 


bolt. 
Alloy steel shackle links. 
Two bolt fastening. 

Extra large bearing of Jaw on Bar. 


Spreading of jaws prevented by bolt 
directly below chain socket. 


PROOF TESTED 
Write for catalog 


Chain guides aid in adjusting chain 
and end bar protected by chain guide. 


ARMSTRONG BROS. 
323 N. Francisco Ave. . 


Chain 


TOOL CO. 
Chicago, U. S. A. 




















feel that the law is too discriminatory. 


BUILDING SHOW IN) PITTSBURGH 
Motor 
street, 


College 


annual 


Square Garden, Center avenue and 


Pittsburgh, Pa., was the scene of the 
Pittsburgh Building Show which was held from May 6 
to 16. The exhibit was the largest one held in Pitts 
annual 
large number of interesting 
and very attractive exhibits were in the show by all of 


burgh since the inauguration of the building 


show some years ago. A 


the building trades as well as by machinery, automobile 
and electrical companies. 

The plumbing and heating industries were represented 
by the following manufacturers and dealers, all having 
very attractive exhibits: The Anchor Sanitary Company 
Automatic Gas-Steam Radiator Co., Th: 
James B. Clow & Sons, The Mellot Fur 
nace Co., Inc., The Heater Sales Co., The 
Schaffer Heating Co., The John Wood Mfg. Co., Th: 
Peerless Heater Co., The Union Radiator Company, T! 
Heating Supply Company and the Troop Water Heater (: 


of Pittsburgh: 
Kompack Co., 
EverHot 


Farrell-Dooley Co., plumbing and heating contractor 


| Taunton, Mass., is a new concern with headquarters at 


62 High street. The partners are Andrew F. McCab 
Hotel Norris, Brockton, Robert H. Farrell, 
Spring street, East Bridgewater, Mass., and Thomas |! 
Dooley, 60 High street, Taunton, Mass. 

Navasota, Texas, is making plans for a park which 
include a swimming pool. 


Mass.; 


The Phelps-Dodge Corporation has begun the constru 
tion of a public swimming pool at Dawson, N. Mex. 
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Portland Plumbers Announce Detailed 
Plans for the National Convention 


Master plumbers of Portland, Ore., are the busiest 
men on the Coast these days In addition to preparing 
for guests to the Oregon state convention, which is always 
a notable feature in itself, they are now giving precedence 
to plans for the big National Convention that is being 
anticipated with the whole-hearted enthusiasm that fore 
tells a wide-open welcome. 

All chairmen of executive committees, co-operating 
with the executive secretary, H. T. Sherriff, are continu 
ally on the job for the purpose of making this year’s 
national convention the outstanding event in the mem- 
ory of all master plumbers in attendance 

Delegations will be greeted by Mayor George Baker, 
and officers of the Oregon State Association of Master 
Plumbers, and of the Portland Association. 

California delegates will get into session for the an- 
nual convention of California Master Plumbers on Fri- 
day, June 19. Albert J. Wilson, member of the Cali- 
fornia executive board and a National director, will ar 
rive Thursday, June 18, to complete arrangements for 
guests from his state. The California executive board 
will meet Friday, June 19. 

Washington delegates will arrive Sunday, June 21, 
and will make their headquarters at the Nortonia Hotel. 
W. M. Lueas, of Spokane, president of the Washington 
State Association of Master Plumbers, has been in Port- 


land during the first week in May making arrangements 


for delegates from his organization. 

Monday will see the whole stage set, and everybody 
in action. On that day the annual conventions of Mas- 
ter Plumbers from Washington and Oregon will be held. 
The special train of the National officers will arrive on 
that day and this reception and greeting will be one of 
the high lights of the convention, 

California masters and their ladies are planning a 
dance Monday evening, to be held in the ball-room of 
the Multnomah Hotel. 

Tuesday morning the big doings of the National will 
start. At noon the women of the Auxiliary will hold 
an open luncheon at the Multnomah. The business ses- 
sions of the day will be topped by a dinner honoring the 
national oificers and directors and the officers of the 
Following this an organ 
recital will be given at the auditorium from 7:30 to 
8:30 under the auspices of Mrs. E. D. Hornbrook, presi- 
dent of the Women’s National Auxiliary, and the ladies 
After the 
musical the guests will be taken to Council Crest Amuse- 


Pacific coast organizations. 


of the Oregon Auxiliary of Master Plumbers. 


ment Park, where high carnival will be held, concluded 
by dancing. 

Wednesday morning all who desire may go to the 
plant of the Portland Gas, Light and Coke Company on 
a tour of inspection At noon a complimentary musical 
luncheon will be tendered the guests at the Green Room 
of the Portland Chamber of Commerce by the Oregon 
Association of Master Plumbers. At Well, 
“Something great is going to be doing Wednesday night, 


night 


but we're not telling all,” says the executive committee, 
but this much Mr. Coffey, chairman of the entertain- 
ment committee has already kindly divulged— it’s to 
Start with a theatre party and end with one of the big 
Surprise features of the convention. 

Social affairs Thursday will comprise an afternoon 
ride over the wonderful sight-seeing Terwilliger Boule- 
vard and Skyline Trail, with the grand ball in the eve- 
hing, thus bringing to a close the definite convention 
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——WE!StEE| — 


NEQUALLED for strength and durability, 

the utmost in sanitation, economical in 
both first cost and maintenance Weisteel 
Compartments embody every desirable fea- 
ture in toilet partitions—and you plumbers 
will find them easier and quicker to install 
than plumbing fixtures. 


HENRY WEIS MFG. CO. 
ATCHISON, KANSAS 


CHICAGO, 108 W. Monroe St. BOSTON, 8 Beacon St. 
NEW YORK, 110 W. 34th St. LOS ANGELES, 616 S. Utah St. 


Write our nearest 
office for bulletin giv- 
ing details of con- 
struction, stock siges, 
ete. 

































The name ‘“‘PABST"” on a nipple is your guaran- 
tee of extreme accuracy, clean cut threads and 
just the right taper to make a neat, tight con- 
nection with the least effort 


Why pay your men to pick out good nipples or 
remove burrs when by specifying “PABST” you y 


can get perfect nipples every time and all the 
time for the same price? Your jobber has them 


Fred Pabst Co., Mfrs. 
917 Chestnut Street 
Milwaukee, Wisconsin 





You’ll find the name “PABST” on every 
genuine Pabst Nipple 


Pabst Nipple 
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days officially appointed. However, no one will consider 
departure without joining the big caravan that will make 
the trip down the Columbia River Highway on Friday 
This has 
been planned with automobile provision for all who wish 
to accept this welcome invitation of the Portland commit- 


tee, assisted by 


following the regular convention program. 


who 
have thus desired to show their interest and co-opera- 


business men in the community 


tion in making Portland and Oregon memorable to the 
visitors as a place as splendid in cordiality as it is mar- 
velous in scenic splendof. 


PHILADELPHIA AUXILIARY ENTERTAINS 


MecCallister’s Auditorium in Philadelphia was the scene 
of much merriment on 
the Ladies’ 
tion of Philadelphia entertained its members and friends 


Monday evening, May 4, when 


Auxiliary of the Master Plumbers’ Associa- 


at a dinner and dance. 
At the table the masters were all forced to wear paper 
hats, and in spite of the mirth aroused, 


Each 


they seemed 
to enjoy it lady present was presented with a 
vanity case 

When coffee and cigars were well under way, M. J. 
Feeney took the floor and introduced Mrs. Harry Still- 
well, president of the auxiliary, who welcomed the guests, 
and then introduced Mrs. Duncan A. Worrell, George F. 
Uber, a director of the National John A. 
Quinn, past president of the association, who was responsi- 
ble for the organization of the auxiliary, and W. A 
brose, past president 


Association, 


. Am- 
They all stressed the importance of 
the coming National Convention. 

Miss Grace Spektor, officiating as stage manager and 
announcer, presented a very entertaining program after 
the speeches were cver. Miss Marie Pflug-Felder obliged 
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boiler explosion. A Red Top Relief en r | 
Valve, Model No. 1, gives full assur- Rance Roare 12. 
ance of safety Installed in a hot onl “7 


water supply, it affords sure, instant 
relief. 


The Red Top is the only water relief 
valve approved by the Underwriters | 
Laboratories, Inc., as well as State and 4 
Municipal Bureaus of Water and pe ype 
Boiler Inspection Acting on the 7 é 
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50 EAST 42nd STREET yy PE 


NEW YORK, N. Y. 26 pounds higher 
than city water pres- 
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with two well rendered soprano solos sung in Italian, 
followed by a piano duet by the Misses Lulu and Violet 
Jacoby, who later accompanied their brother Albert in a 
violin solo. Miss Esther, soprano, was forced to take 
several encores, and then James S. Lyons, of Ardmore, 
Pa., convulsed the audience with his mirth-prov king 
songs. 

After the over the 
cleared for dancing, which was enjoyed by young and 
old alike. 

The success of the evening is attributed for the most 
part to the committee in charge—Mrs. George Hicks, 
chairman; Mrs. Robert H. Pflug-Felder, Mrs. Duncan 
Worrell, Mrs. M. J. Feeney, Mrs. Wm. A. Ambrose and 
Spektor. 


entertainment was tables were 


Miss Grace 
CUMBERLAND, MD., ASSOCIATION HOLDS ANNUAL 
BANQUET 
The annual banquet of the Master Plumbers’ Associa- 


Md., recently held at the Queen 
City Hotel, was exceptionally well attended. 


tion of Cumberland, 
Members 
of the State Board of Plumbing Examiners, master plumb- 
ers, city officials, contractors and salesmen were present, 
and Malcolm S. 
sided. 


Jones, president of the association, pre- 
The speakers were: Dr. C. Hampson Jones, Balti- 
more; B. Joseph O'Donnell, of the National Trade Ex- 
tension Bureau, Evansville, Ind.; Harvey H. Weiss, city 
health officer, and William P. Mylander, Baltimore. 

Edward Clark, colored, gave a vocal and instrumental 
selection, and a quartet composed of Clark, Robert Trent, 
Alonzo Peck and B. Males, rendered sprightly selections 

All those present at the banquet declared it was a most 
successful affair. 








N. F. 1055 


NIEDECKEN 
SHOWER 


The Type for 
Gymnasiums, Clubs, 
Etc., Etc. 


N. F. 1050 supplies to wall 
N. F. 1060 supplies to floor 


NIEDECKEN SHOWERS 
are now and have been 
giving satisfactory service 
for years under trying 
conditions in the largest 
shower installations in the 
world. 


The Flow Control is easily reached and regulates the force 
of water from the cast brass shower head which has a 
removable face with accurate spray holes. 


The Mixer is permanent and always reliable. 


SEE OUR EXHIBIT AT N. A. M. P. CONVENTION, 
PORTLAND, OREGON 


Write for Bulletin DI0X 


|HOFFMANN & BILLINGS MFG.Co. 


~~ u. Ss. A. 
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COMPANTES RECENTLY INCORPORATED 


The Naborhood Supply Co., of New York City, has re- 
cently been incorporated with a capital of $100,000 to 
deal in plumbing supplies. E. W. Cohen and T. Saling 
were the incorporators. 

The Ferguson Oil, Heat & Engineering Co., of St. Louis, 
Mo., has been incorporated with a capital of $50,000, to 
manufacture oil and gas burners for steam boilers. The 
incorporators are Thomas B. Ferguson, Louis Wallrapp 
and Jacob W. Kisling. 

The Service Water Heater Co., of Los Angeles, Calif., 
has been incorporated with a capital of $50,000, by H. M. 
Baird, of Los Angeles, and George O. Thompson and 
Oscar N. Powell, of Glendale, Calif. 

H. R. Crawford, foot of Burlington street, Portland, 
Ore., will manufacture plumbing specialties under the 
name of Columbia Brass Foundry. 





IN NEW LOCATIONS 

The Pittsburgh office of the Sloan Valve Company, has 
moved to larger quarters at 1023 Fulton Building in that 
city. Increased business necessitated the change. 

The Chicago Faucet Co., of Chicago, has moved its 
New York City office from 101 Park avenue to 120 East 
Forty-first street. L. A. Fisk is the New York manager. 

The western sales office of J. B. Wise, Inc., Watertown, 
N. Y., has moved from its quarters in the Lytton Building, 
Chicago, to Room 1224, McCormick Building. Frank P. 
Neal is western sales manager in charge of the office. 

Spiro & Klausner, who were located at 2178 Amsterdam 
avenue, New York City, have moved their supply business 
to larger quarters at 2157-2159 Amsterdam avenue. 

W. H. Gilbert Sales Company, manufacturers’ repre- 
sentatives, will move its Los Angeles, Calif., office to 
410 American Bank building, in that city. 





NEW SUPPLY HOUSE IN READING 


A new supply house has recently been opened in Read- 
ing, Pa., at the junction of Front street and Lebanon 
Valley Railroad. It will operate under the name of Berks 
Plumbing Supply Co. 





TO OPEN BRANCH IN BINGHAMTON, N. Y. 


The W. A. Case & Son Mfg. Co., of Buffalo, N. Y., has 
purchased a warehouse in Binghamton, N. Y., and will 
open a branch house in that city as soon as stock can be 
assembled. 





P. & H. SUPPLY CO. TO BUILD WAREHOUSE 


The P. & H. Supply Co., of Fort Wayne, Ind. has pur- 
chased a lot on the Pennsylvania railroad tracks in that 
city. The lot is 150x160 ft., and the company will soon 
begin the erection of a new eight-story modern building 
for offices and warehouse. 





FORT WAYNE TO HAVE STANDARD BRANCH 


Standard Sanitary Mfg. Co., Pittsburgh, Pa., will shortly 
open a branch supply house in Fort Wayne, Ind. The 
company has secured a building in a central location of 
the city and plans to be open for business within the 
next thirty days. The new branch will be under the 
jurisdiction of the Chicago office. Frank S. Kaulback is 
district manager. 
NEW SUPPLY HOUSE 

Wayne Belting and Supply Co., of Fort Wayne, Ind., 
has added a line of plumbing and heating supplies 
This company has for nine years carried on a mill sup 
ply business. The plumbing and heating supply depart 
ment will do business in the name of United Supplies 


PLUMBING SUPPLY FIRM TO ESTABLISH BRANCH 
IN RALEIGH, N. C. 

The Standard Supply Company, Inc., of Norfolk, Va., 
has closed negotiations for a branch store and ware 
house in Raleigh, N. C. The branch will be located on 
Salisbury street, with a railroad siding on the Seaboard 
Air Line, situated within one block of the state capitol. 
W. H. Ackiss, Jr., is president of the company, C. M. 
Jones is vice-president, and A. W. Bonney is secretary 
and treasurer. All the officers have been identified with 
this line of business for more than fifteen years. 


ANNUAL MEETING OF HARRIS PUMP & SUPPLY CO. 


The Harris Pump & Supply Company, of 320 Second 
avenue, Pittsburgh, Pa., recently held its annual elec 
tion of officers for 1925, with the following result: 
H. E. Cole was elected president; Warren H. Harris, for- 
mer president, has retired, but was elected to the office 
of vice-president; F. A. Haring was elected secretary, 
and A. L. Kincaid, the former secretary and treasurer, 
was elected treasurer. 


H. HAYNES SALES CO. ORGANIZED 





H. Haynes, formerly manager of the Oakland, Calif., 
branch, of the M. Stulsaft Co., has formed the H. Haynes 
Sales Co., with offices in Portland, Ore., and San Francisco, 
Calif. The company will act as manufacturers’ represen- 
tatives covering the entire Pacific Coast, and will repre 
sent the Cohoes Rolling Mill Co., of Cohoes, N. Y.; Grady 
Brass Co., Inc., Mansfield, Pa.; King Union Co., Hillgroves, 
R. I.; Fred Pabst Co., Milwaukee, Wis.; Western Brass 
Works, Denver, Colo.; Reichert Float & Mfg. Co., Toledo, 
O.; U. S. Sanitary Specialties Corporation, Chicago; Fords 
Porcelain Works, Inc., Perth Amboy, N. J.; Charles A. 
Miller Co., Sturgis, Mich.; and Brass Products Co., Chi- 
cago. A. C. Conrad, who has returned from the Orient 
after a number of years as manufacturers’ representative, 
will be in charge of the Portland office, and Mr. Haynes 
will be in charge of the San Francisco office, which is 
located in Room 526, Wells Fargo Building. 
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WESTERN TRADE GOLFERS OPEN SEASON AT 
CALUMET 


Western Trade golfers opened their playing season, 
May 8, with a turn on the links of the Calumet Coun- 
try Club, Calumet, II Many had broken out their 
clubs for the first time since last fall, so Calumet’s tricky 
lay-out called for some strokes that made anything like 
par golf a forlorn hope for most of the devotees How- 
ever, it was a great day——one of the few that May has 
so far turned out this year; and even Thos. Monahan, 
who won the duffer’s cup, voted the meet a success. As 
for the rest of the 


DD E. MeCabe and EF. C 


their rising vote of thanks to 
through 


( rowd, 


Garrity, members, 





Crum, Jr., at Western 


Yelton and H. E. 
Trade Golf Association's Tournament 


A. G. Petersen, H. C. 


whose courtesy the association got Calumet for the day, 
registered their appreciation for a good time 

McCabe's card 
A neat 69 earned every bit of the sweater he chose as 
handi 


The low net of the day was on D. E 
his reward for such good golf R. Cooper, Jr 
capper of the association, got off to a good start in the 


morning, and his qualifying round was the best produced 


in the a. m For such skill, he went home with two 
beautiful brassies A nice humidor made the efforts of 
Howard Evans, ex-president, worth while A net 71 


was the story of his eighteen holes The guest prize 
went to Ben Stephenson 

The above-named gentlemen were awarded these prizes 
President C. R. Elliot 


Barrows notified the association that his 


at dinner, over which presided 


Vice-President 
make 


activities for the year will impossible his offi- 


ciating as an officer, so the Board of Directors was em 


powered to appoint a successor 





Ben Stephenson, R. Cooper, Jr., D. G. Wallace 
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and L. R. Taylor; Jas. W. Kelly, Jr., and Thos, F. Kelly; W. A. 


May 16, 192: 
Announcement was made of Kewanee Boiler Co.'s of. 
fer of a cup to the association, to be awarded to the 
member who gets the low net score of the season 

The members voted to have the captain assemb!+ foyr. 
somes for the afternoon play from the scores made jp 


the morning qualifying round. The scores follow 


Player Gross Hdecp. Net Player Gross fi Ne 
D. E. McCabe 97 28 69 D. G. Wallace.103 ‘ 
H. W. Evans 94 23 71 (,. H. Bishop 105 ) § 
B. Stephenson 83 6 77 Hw. fe. Crum, Jr.113 ; Ry 
lL. R. Taylor SE ’ 77 R. V. Sawhill 115 
Cc. R. Elliot 104 27 77 D. C. Showers.116 § 
A. G. Petersen. 1 77 Ht. C. Yelton 113 87 
I R. Hanson 90 12 7% JLW. Cannon, Jr.118 
L. G. Pitcher 95 17 78 PP. M. Munn 118 
A. H. Jolliffe 103 24 79 N. P. Fenner 96 . 
KE. W. Sanborn.102 "4 x0) W A. Taylor 12 
H. A. Cre 110 ) W I Walters.12 
A. ©. Brown 110 a x0) J. W. Kelly, Jr.131 ] 
Thos. Kelly 111 ‘ $1 J. P. Fetter 135 105 
R. Cooper, Jr. .106 25 81 C. E. Price 135 1 
C. G. Rood 112 30 82 T. M. Stinson..139 1 
W. J. Healy 94 11 83 T. Monahan 144 1 
©. Theleen 105 22 83 


PLUSTEAM CLUB'S MONTHLY MEETING 
The Plusteam Club of Portland, Ore., membership of 
which comprises wholesale plumbing and heating sales 
men, held its regular meeting recently and decided t 
“Ladies’ Night” of the organization by 
at the Irvington Club, Portland 


celebrate the first 
holding a dance May 16, 

The membership of the club has now reached a total 
with an 
They have some tentative ideas for 


of sixty-seven, average attendance of forty at 
regular meetings 
some “real doings’? during the National Convention in 
June, but so far these are a secret. 
ELGIN BRASS COMPANY CELEBRATES 
ANNIVERSARY 


The Elgin Brass Company, 207 Pearl street, of New 
York City, has celebrated its twentieth anniversary 
P. KE. OHAIR & CO. DISTRIBUTE MAP 
P. KE. O’Hair & Co., 
tributing a map showing the locations of San Francisco 


of San Francisco, Calif., are dis 
plumbing supply jobbers. This shows a spirit of friend- 
liness and co-operation which should be of value to every 
one in the trade. 

CALIFORNIA JOBBERS HOLD ANNUAL STATE 

CONVENTION , 

At the annual state convention of California Jobbers 
of Plumbing and Supplies, held at Del Monte, 
Calif., May 1, 2 and 3, L. B. Peeples, of the Los An- 
of Crane Co., won honors for low gross 

with a card of 84, and 
Reynolds Corporation, Los 


Steam 
geles branch 


score in the golf tournament 
W. B. Joyce, of Harper & 


G. Rood, W. T. Walters and L. G. Pitcher, at Western Trade Golf Associntion’s Tournament 
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Not merely one regulator to cover 
all conditions but a line of regula- 
tors to meet every requirement. 


Manufacturers of the better 
boilers have standardized on 


== METAPHRAM == 
DAMPER REGULATORS 


Metal Diaphrams—Last the life of the boiler 


For Low Pressure Steam—Vac- 
uum — Vapor or Hot Water. 
Smallest to the largest Boilers. 


Write for catalog—if your jobber 
cannot supply 


ee ok NATIONAL REGULATOR co. 


2301 KNOX AVENUE CHICAGO 
The A Jacks People (A Jacks for High Pressure) 
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Better Kind | Aluminum 
| Raised 
| Rear Local 
| Vent 


“All Jobbers 
Sell Them” 


Hinge No. 135 


Fig. 132% 
Patented 


GRAND HAVEN BRASS FOUNDRY 





Grand Haven, Michigan 


Hinges for all types of toilet seats | THOS. KELLY & BROS. .-. CHICAGO 
3422-24-26 WEST LAKE STREET 


ESTABLISHED OVER 35 YEARS 
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Accuracy and strength are outstanding features of 
every HAMMOND VALVE. All parts are machined 
to gauge and individually inspected. Then, to make 
HAMMOND efficiency absolutely certain, the assem- 
bled valve is tested to 60 Ibs. air pressure under water. 
That is why HAMMOND VALVES can be used on 
any job with the positive assurance that they will 
stand up. 


Your jobber can supply you 
with HAMMOND VALVES 
for every steam and hot 
water purpose. Ask him 


HAMMOND BRASS 
WORKS 


Hammond, 






Indiana 


TRACE 


MARK 


“0-E” Perfect Ball-Check 
Water Seal Union Elbow 
with Adjustable Air Vent. 


This is the second of the 
three simple fittings that 
make the most efficient heat- 
ing system ever devised. 

Its function is to trap the 
condensation which makes a 
perfect water seal holding the 
vapor inside the radiator and 
prevent it from short circuit- 
ing into the return main, and 
it never fails to perform its 
duty automatically and noise- 
lessly. The water seal WILL 
NOT BLOW OUT because it 
is balanced through the vent. 
All working parts are outside 
of radiator and connection 
can be made without any spe- 
cial tappings. 


Write us for booklet ‘‘A”’ which 
tells the whole “O-E”’ story. 


0-E Specialty Mfg. Co., 


10 Keefe Avenue 


4 Milwaukee 


4B2AD, 





Wisconsin 











~ 









































Mention Domestic ENGINEERING when writing advertisers. 











_- 

















Ma. 16, 1925 DOMESTIC 
Angeles, won low net with a gross score of 89 and a 
net of 71. 

Business sessions were presided over by Chairman 
Henry Morris, president of Holbrook, Merrill & Stetson 
Co., San Francisco On Friday, May 1, twenty minute 
talks were given by Dan H. Bowlzer, of M. Stulsaft Co., 


Los Angeles, on ‘Co-operation’; ‘‘Control of Salesmen,” 
by Chas. Weld, Crane Co., 
by W. F. Geddes, Busch Pipe & Supply Co., Los Angeles; 
“The Jobber as an 
Goods,”’ L. L. Durkee, 
“What Should We Do 
H. C. Fletcher, Pacific Pipe & Supply Co., 
“Handling and Disposition of Damaged Plumbing Goods,” 
Burr Holbrook, Merrill San 
Francisco, 

On Saturday, May 2, talks were 
ley, M. Stulsaft Co., San 
Profits’; “What Has Our Sanitation Development League 
Accomplished?” by Wm. Van Norden, of A-One 
“Credits,” by R. P. Olsen, R. W. 
“Shuns in the 
Southern 


San Francisco; ‘‘Trusteeship,” 


Economic Distributor of 
Mark-Lally Co., San 
Our 


Francisco; 


with Delivery Problem?” 


Los Angeles; 


Eastwood, of & Stetson Co., 


given by H. W 
“Volume 


Fries 


Francisco, on versus 


Co., Los Angeles; 
Kinney Co., San Francisco; 
Business,’”” by W. P 
Supply Co., 
Plumbing 
Francisco; 


Plumbing 
Plumbing 
“Ethics as Applied to the 
Business,’’ Francis Baker, Geo. H. Co., 
“Hold Orders for Specified Jobs,’’ H. V. 
Shinn, of Shinn-Holtz-Lyon Co., Los Angeles. 

On Sunday, May 3, the finals of the golf tournament 
were played, cups being awarded for low net, low gross, 
flight the flight 
winner and runner-up. 


Supply Baxter, 


Los Angeles; 


Tay 


San 


first winner and runner-up, and second 





CENTRAL TRADE GOLFERS OPEN SEASON IN 
RAINY WEATHER 

May 5 

of the Central 

ra., Dut J. 

pour 


scheduled for the meet 


Golf 


the 


Trades 


was day opening 


Association, of Pittsburgh, 


the arising. However, twelve 


veteran golfers were not daunted by the downpour, and 


golfers on 


greeted 


were rewarded by the appearance of the sun at 2:30, 
and were able to get in 18 holes before dark. At sup- 
per the affairs of the association were discussed, and 


the afternoon's games played over. A large silver loving 
Pitkins brought the Duffer’s 
Cup for inspection, the weather, 
the hardy members who attended were well satisfied with 


cup was on display, and C. § 
In spite of inclement 
the day’s pleasure. 

GOLF TOURNAMENT DATES ANNOUNCED 
and two Eastern Trade Golf 
Association meets have been selected by the tournament 


Dates places for more 


committee, headed by Chairman James S. Weaver. On 


June 25 the eastern golfers will gather at the Upper 
Montelair (N. J.) Country Club, and July 21 will see 


Bronxville, N. Y. 
formerly announced, at 
Long 


them at the Grassy Sprain Golf Club, 
The May 
the Hempstead 
on May 21. 


held, as 
Club, 


meet will be 


Country Hempstead, Island, 


SUPPLY HOUSE DUCK PIN LEAGUE CLOSES SEASON 


Plumbing | 


Mfg. | 


Pluvius ruled otherwise, and a steady down- | 


The Pittsburgh Supply House Duck Pin League has 
completed the most successful year of the organi- 
zation’s history Interest ran high all season and the 
outcome was in doubt until the final game had been | 


played. The team of the Anchor Sanitary Company won | 
place, beating out the team of the Bailey-Farrell | 

Mig. Company by one game. 
The team of the Anchor Sanitary Co. was composed 


the following men: W. A. Fitzgerald, 


coach; J. L. | 
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Profits 
that can be YOURS 








Catalog No. 210 


Pyralin covered. No joints or seams 
to show. Dowel construction. A 
sturdy, serviceable seat. Has heavy, 
nickel-plated, offset post hinges. High- 
grade rubber bumpers. Fully guaran- 
teed. 





UNDREDS of new 
homes are now being 
planned and built right in 
your locality. And no doubt 
there are several large institu- 
tions about to go up in your 
immediate vicinity. 


In every one of these buildings 
there is need for one or more 
toilet seats. 


Stasco White Seats will help 
you get a big share of this 
business. Investigate the 
Stasco line now—-for here are 
big profits that can 
be YOURS. 





This trade-mark signi- 
fies quality 20 years 
of knowing how are 
behind each seat that 
bears the STASCO 
name 


Ask Your Jobber for 


STASCO WHITE SEATS 
—he can supply you. 


Standard Tank & Seat Co. 


Camden, N. J. 
AAA AAT MILER REE RBI 
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Dependable 


Hidden away in a dark sump, out 
of sight and out of mind unless it 
fails in its duty, the Cellar Drainer 
to be worth while installing must 
be absolutely dependable 


Confidence in an Advance Ideal 
Automatic Cellar Drainer has 
never been misplaced It is so 
simple there is nothing to get out 
of order. It is one cellar drainer 
that cannot stick or bind—the 
location of the locks in the center 
prevent this 





It operates on ordinary city water 
pressure and does not waste water 
as the valve is cither wide open 
(when operating) or closed com 
pletely. Made in two sizes only, 
which can be furnished for either 
automatic or non-automatic opera 
tion 


Patented 






Advance Ideal 
Automatic 


Cellar Drainer 
J. A. ZURN MANUFACTURING CO. 


Manufacturers of a complete line of plumbing 
specialties in cast iron and brass 
ERIE, PENNA. 
Warehouse: 1624 South Clark Street, Chicago, Il. 
BRANCH OFFICES: New York, Philadelphia, Pittsburgh, 
Los Angeles, San Francisco, Seattle, Portland, Montgomery, Ala 


Order from your jobber. 








Rundle Lavatories 


in a wide range of designs 


One by one the various items in the Rundle line were care- 
fully developed by Rundle engineers until, today, the line 
satisfies every individual taste, purse and purpose in its field 


In Rundle designs, good taste is combined with the practi- 
cal, beauty with simplicity. Here is true worth that creates 
a quality impression and gives lasting satisfaction to users. 


Rundle Ware is easy to sell. And the friendly co-operation 
of the Rundle organization insures that your relation- 
ship will be pleasant as well as profitable 


If you don’t know the Rundle jobber near you, write us today 


RUNDLE MANUFACTURING CO. 


MILWAUKEE, WISCONSIN 


RUNDLE 


ANITARY ENAM 


SF SSS 5 SSS SSSSSOSSOS SS 





Freeman, L. C. Simmons, J. A. Hopkins, W. J. Dauen 


hauer, C. J. Bloom, A. P. Frey and J. P. Frick 
The final standings were as follows 
Team Won Lost Per we 
Anchor Sanitary Co 56 25 r 
Bailey-Farrell Mfg. Co 55 6 
Chandler-Boyd Supply Co 52 29 642 
Malone Plumbing Supply Co 45 36 
Somers, Fitler & Todd Co i4 37 
Harris Pump & Supply (« 11 40 
Rowman Supply & Mfg. Co 4 47 H 
K & Jones C 30 51 
(‘olonial Supply Co 25 56 
Crane Co 23 58 2 
Somers, Fitler & Todd won the prize for the high 


team score in one game with a score of 739. 

The Anchor Sanitary Co. won the prize for the high 
team score for three games in one night with a score 
of 2,028 

Mr. Andrews, of the Chandler-Boyd team, won the 


prize for highest average for the season with an average 
Martin, of the Bailey-Farrell 
with an average of 125.756. Pfeiffer, 
Todd, was third with an average of 


of 121.568 pins per game. 
was second 
Fitler & 


team, 
of Somers, 
123.313. 
Mequiston, of the Harris Pump & Supply Co., won the 
score in one game with a score of 
Fitler & Todd, 
three games in 


prize for the highest 
204, Pfeiffer, of 
prize for the highest 


and Somers, won the 


score in one night 


with a score of 488 


BRIDGEPORT TO CELEBRATE PROGRESS WEEK 

Bridgeport, Conn., not being satisfied with a world-wide 
reputation for its diversified manufactures, is setting aside 
the week of May 30-June 6 for an exposition known as 
Progress Week. It will give an almost complete picture of 
concrete examples of the manufactures and other assets 
which make up Bridgeport’s wealth. The 443 local manu- 
facturers, which turn out more than 5,000 products, give 
unlimited scope to novel displays, and these will be dis- 
and dramatic 
only manufacturers will display, as banks 


played with professional skill for artistic 
effects. Not 
publie utilities, civic and social organizations have made 
plans to be included 


PLUMBING & HEATING SALESMEN HOLD 
“BOSSES NIGHT” 


saw one of the most important events that have 


DETROIT 


May 7, 
taken place in the plumbing and heating industry in De- 
troit for some time. The event was the “Bosses Night” 
staged at the Oriole Terrace by the Greater Detroit Asso 
ciation of Plumbing and Heating Salesmen. The evening 
started with a very fine dinner and a carefully planned 
entertainment furnished by the Oriole Terrace 
The entertainment wound up With singing by the 
program 


array of 
Revue 
guests, and was followed by a of speeches en- 
joyed by all present. 

The chief speaker of the evening was E. C. Triffet, of 
the Brooke, Smith, French Advertising Agency, who spoke 
on the relation of sales to advertising. He emphasized 
the value of advertising in paving the way for sales, and 
the need of training the dealer to sell more intelligently 
Mr. Triffet was followed by John E. Green, president of 
the Michigan Association of Plumbing and Heating Con- 
tractors. Mr. Green urged the and manufac- 
realize that their duty and responsibility to 
this industry made it imperative that they do everything 
in their power to.help the master plumber, who has just 
launched himself in business, to get started rightly. 

The balance of the evening 
talks by jobbers and manufacturers, all of whom comp 


salesmen 
turers to 


yas given over to short 
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mented the association on its work and the potential good 
that will undoubtedly come from such an organization. 

Dick Reed, of the Standard Sanitary Mfg. Co., presi- 

ent of the association, acted as toastmaster, and William 
soales, of the Hoffman Specialty Co., outlined to the 
guests and members the ideals and ambitions of the asso 
ciation. The following manufacturers and jobbers also 
poke: A. H. Williamson, manager of the Detroit Branch 
of the American Radiator Co.; F. W. Shuell, president of 
the EverHot Heater Co.; J. F. McIntyre, vice-president 
of the U. S. Radiator Corporation; F. Kitch, of the Detroit 
Lead Pipe Works; H. Nelson, of the Nelson Co.; Tracy 
Smith, of the Murray W. Sales & Co., and James Walker 
of the W. A. Case & Son Mfg. Co. 

The committee in charge was composed of the follow 
ing: Porter West, of the Chicago Faucet Co.; E. Moore, 
of the Excelso Specialty Works; B. Doyle, of A. Harvey's 
Sons Mfg. Co.; D. M. Kenney, of ‘‘Domestic Engineering,”’ 
and EF. Renk, of Murray W. Sales & Co 

SECOND ANNUAL BOSSES’ NIGHT 

The second annual Bosses’ Night of the Association 
of Plumbing & Heating Salesmen, Northern New Jersey 
No. 1, has passed into history, and it will, no doubt, be 
recorded as one of the bright spots in the annals of 
the trade in New Jersey. The dinner and meeting was 
held at Achtel-Stetter’s restaurant in Newark, N. J., 
Friday evening, May 1. Approximately 125 salesman 
members of the organization sat down with their bosses 
to a splendid dinner, and after doing full justice to 
“Sweet Adeline’? and all of the old favorites, listened 
to a splendid inspirational address by Edward C. Stokes, 
ex-governor of New Jersey. Governor Stokes commended 
the association on the idealism shown by the salesmen in 
their desire to co-operate with each other to their com 
mon good and spoke about the value of idealism in busi- 
ness. He was followed by Senator Whitney of Morris 
County, N. J., a candidate for governor of that state, 
who spoke briefly of the glory that is New Jersey’s. 
Walter Johnson, of the American Radiator Company, 
first president of the Salesmen’s Association, was there- 
after called upon, and Harry Homer, newly elected presi- 
present Carl W. 
Boeker was the first of the employers to be asked to 
speak. He supplemented Governor Stokes’ talk by re- 
citing part of Robert W. Service’s poem, “The Idealist.” 
Then Robert Elder, branch manager for J. D. Johnson 
Company, Inc.; William S. Roe, of Newark, and Charles 
Rothfuss, of W. V. Egbert & Company, Inc., spoke briefly. 


dent, was introduced to the ‘bosses’ 


Entertainment included Harry Montgomery, song leader 
and after dinner humorist, Renee Renard, vocalist, and 
Jerry White, pianist. 





The exhibit of the Abram Cox Stove Co., of Philadelphis, at 


the Better Homes and Building Exposition, recently held in | 


Baltimore, Md. 











Plumbers Prefer 
FIT-ALL 


Pipe Hanger 


Easy to Carry, Saves Time, Money 
and Outlasts the Pipe 


Get Sample Roll at Half Price 


If you try the Fit-All Pipe Hanger you will use it on all 
future jobs because it’s such a remarkably handy hanger. 
This has proven up in so many cases that we offer a trial 
roll as illustrated for $1.00. Then after the trial you can 
order it regularly from your regular jobber. 


How It Works 


Cut off the required 
length—-fasten one end to 
ceiling or beam-—form 
bend around pipe—in 
sert the end—-slide in the 
cotter pin and the job is 
done. 

Fit-All has universal application from 

14-inch pipe and up 

Try it out and you'll never go back to the old rod or bar. 
Material is cold rolled galvanized strip steel, which will 
not rust. 
Attach your check or dollar bill to your letter head and 
send it in today. We'll forward the roll promptly, and 
give you the name of the nearest jobber on whom you 
may depend for your regular requirements. 
Try it at less than cost, but if for any rgason it will not 
serve, ask for your dollar back and it will be returned 
promptly. 
Send now for sample reel or write for jobber’s name, com 
plete information and prices. 


Consolidated Steel Strapping Co. 


2608 N. Western Avenue CHICAGO, ILL., U.S. A. 


SIGNODE 


The Sealed Steel Strapping 
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123 Years Old — Founded 1802. 


Range Boilers 


Wm 





Riveted 


Welded 
Sure-Tite 


(Copper-Brazed) 


. B. Scaife & Sons Co. 


Pittsburgh, Pa. 





Large Labor-saving Grinder with Magnetic Chuck, 
at the Plant of the 


Duro Pump & Mfg. Co. - 


Dayton, Ohio 
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WILLIAM 


Bee n108 CO 


‘*“FALCON’”’ 


Pipe and Fittings Wrench 
with Flat and Cable Chain 


The most efficient tongs 
for all pipe service, par- 
ticularly flanges fittings 
and coils. 


J.H. WILLIAMS&CO. 
“The Wrench People” 








“Its Tested Chain BUFFALO 
W ill Stand the Strain”’ New York Chicago 



















PIERCE, BUTLER & 
PIERCE MFG. CORP. 


Makers of. 
























GooD BOILERS AND 
RADIATORS 


BRANCHES IN ALL PRINCIPAL CITIES 


GENERAL OFFICES 


41 EAST 42nd STREET -:- ot 


NEW YORE, N. Y. 
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Personal Mention 


William A. Brecht, of Philadelphia, vice-president of 
J. B. Wise, Inc., of Watertown, N. Y., has just returned 
from the main office after a conference with the other 


| officers of the company. 


S. L. Marsh, 1614 South Flower street, Los Angeles, 


| Calif., spent several days calling on the supply trade in 
| New York City, after visiting in Chicago and Washing- 
i ton, D. C. 


John B. Dobson, of Warren Webster & Co., Camden, 


N. J., is visiting old friends in the southern territory 
which he formerly covered. Mr. Dobson managed the 
| Atlanta, Ga., branch of Warren Webster & Co., from 





| pany, of 


| the seat department of the 
| Brunswick-Balke-Collender 


1902 to 1922, and expects to renew many old acquaint- 
ances during his present trip as the company’s guest 

Ed. Neupert, manager of the Walworth Oregon (Co.. 
Portland, Ore., was a recent visitor to San Francisco, 
Calif., where he met H. Coonley, president of the Wal- 
worth Mfg. Co., on his return from a trip to Hawaii 

Moody B. Smith, whose 
likeness is shown herewith, 
has been appointed sales rep- 
resentative for the Trane Co., 
of LaCrosse, Wis. He will 
represent this company in At- 
lanta, Ga. 

R. L. Hanschke has just re- 
turned from a trip through 
Pennsylvania in the interests 
of the Chicago Faucet Com- 
Chicago, and the 
Duriron Co., of Dayton, Ohio. 


E. C. B. Judd, manager of 








Co., of Chicago, is on a busi- 
ness trip through the East. 

Wm. M. Thompson, formerly western sales manager of 
J. B. Wise, Inc., Watertown, N. Y., and recently appointed 
general sales manager, has just left Chicago to take up 
his new duties at the main offices in Watertown. 

R. H. Mahaffey, formerly with the Pacific Pipe & Sup- 
ply Co., Los Angeles, Calif., has recently been appointed ° 
sales manager of the Mark-Lalley Co., San Francisco. 

P. J. McGoldrick, of Brooklyn, N. Y., has been appointed 
sales representative for The Royal Brass Mfg. Co., of 
Cleveland, Ohio. Mr. McGoldrick, who was formerly 
connected with the Mueller Co., of Decatur, IIl., and 
later with the United Brass Mfg. Co., of Cleveland, Ohio, 
will represent the company in,New York City and the 
New England states. 

D. J. Quinn, formerly with Crane Co., New York City, 
has joined the sales force of the Thomas Maddock’s Sons 
Co., Trenton, N. J. Mr. Quinn will be attached to the 
New York City office of the company, which is under 


Moody B. Smith 


| the management of Lee Kelley. 


Andrew F. Curtin, president of the A. F. Curtin Valve 
Co., Medford, Mass., and former president of the Massa 
chusetts Association, returned recently from a two weeks’ 
business trip through the Central Atlantic states and 
New York City. 

Patrick W. Donoghue, of Boston, a director of the 
National Association of Master Plumbers, who has been 
confined to the Peter Bent Brigham hospital, Boston, for 
several weeks, is expected to be able to leave there for 
his home in Melrose Highlands next week. 
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SN’T it important to know 

whether you are going to be 
able to get repair parts on the 
boilers you sell? 


Or don’t you care if your customers 





‘‘Sure-Return’’ Condensation Pump. 
Ask for Bulletin No. 47. 


The Price Is Right 


There isn’t the slightest doubt about the 
quality of the ‘‘Sure Return’ Condensation 
Pump. It has proven its merit on thousands 
of installations. 







But, in spite of the splendid material and 
workmanship, that goes into each outfit, these 
pumps can be purchased at a very reason- 
able cost. 








It will pay you to get our prices. 


STOCK DELIVERY 


| CHICAGO PUMP COMPANY 
2322 Wolfram St. Chicago, Illinois 
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Isn’t This Important to You? 


have to whistle? Whistle because 
the firm who made the boiler you 
sold them has gone out of business. 
For exactly 52 years we have been 
making boilers. Looks like we are 


good for another 52 or 53. 


IRVINGTON, NEW YORK 
Representatives in’all Principal Cities 
Canadian Offices: Harbor Comm. Blidg.,Toronto. 124 Stanley St., Montreal 
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ILLINOIS 


HEATING SYSTEMS 


are Real Vapor Systems and justify 
every claim made for Vapor Heat 





The Illinois Modulating 
Radiator Valve insures Quick 
and Positive Control. 


One-half turn from Full 
Open to Closéd Position — 
dial shows intermediate posi- 
tion of Valve. 


Packless — Bakelite Handle 


Sizes 34” to 2” inclusive 


Our Engineering Department is at 
your disposal. Write for Bulletin 21. 


ILLINOIS ENGINEERING COMPANY 
Robert L. Gifford, Pres. Incorporated 1900 
Branches and Representatives in 40 Cities 


CHICAGO 





Mention Domestic ENGINEERING when writing advertisers. 
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Ni OMESTIA 
i Petente THE NEW PIPE JOINT 
: Good Pipe Joints Now Certain. Faster. 


Without a Lot of Materials and 
Together and Deliver. 


Easier 
Equipment to Get 


: io. =<" tales 
H A t i of A 

i pcre SSTITE 
: THE PRESSTITE PRE 


ct ney 
ENGINEERING CO. eg 
4327 Duncan Ave., St. Louis, Mo. 





O dirt under radiators hung from 
wall with E-Z HANGERS 
Easy to clean under. Pleases your 
customer. 
Write for ALL the advantages 


HEALY-RUFF CoO. 


770 Hampden Avenue 


ST. PAUL 33 MINN 





UNCONDITIONALLY GUARANTEED 


»ARROW > 


TRADE MARK 
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PNEUMATIC—STORAGE—SPECIAL 
Black or Galvanized 
The Novelty Steam Boiler Works Company 


Factory, 917-929 S. Howard St. BALTIMOR 





(EASE ORR AE A RE OE TE CIES, 
THERMAG — Snap Action 





Makes an automatic storage gas water heater of any 
heater and range boiler. 


Absolutely positive. 
Endorsed by leading engineers. 
Used exclusively on Sands Storage Systems. 


Ask your jobber or write for folder. 


The Sands Mfg. Co. - Cleveland, Ohio 
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May 13, 1905 


The quarterly meeting of the Massachusetts State As 
ciation of Master Plumbers was held in Elks’ Hall, Bosto: 
on May 4 A complimentary dinner was tendered to N 
tional President David Craig and National Secret 
Daniel Shannon 

) S. Lut 1 master pluml r of Harrisburg, Pa 
j } tht the building adjoining his former estal 
1 nt at 209 Broad street He is arranging an 
window display at his new location 
. 1905 

The Board of Health, of San Francisco, Calif., has sub 

mitted to the Supervisors the draft of a new ordinance 


containing plumbing regulations, as the existing ordinance 


is totally inadequate for a large municipality. 


- 1905 - 
The Clayton & Lambert Manufacturing Company, 
of Detroit, Mich., will 


foundry. 


erect a large addition to its 


1905 ; 

Master plumbers of Hoquiam and Aberdeen, Wash., 

have formed an association. John Smith, of Aberdeen, 
president. 


Ce 
The Master Plumbers’ Association of Trenton, N. J., has 


filed articles of incorporation. The object of the organi 


zation is to promote harmony among the members. 
1905 
The New “Harlem Branch” of the John Simmons 
Company, New York City, was formally opened on 
iturday, May 6. The branch ts located at 451-455 
One Hundred Twenty-fifth street and 50 Man 
street. Refreshments were provided and more 
hundred visitors attended the opening 
. 1905 
“Ladies’ Night”? given by the Manhattan Master Plumb 
ers’ Association on May 8 was a great success. A _ well- 
irranged vaudeville program was given during the first 
part of the evening. Among the artists from the ranks 
of the master plumbers were Milton, Robert and Louis 
Schnaier, who composed the Schnaier Musical Trio 
1905 _ 

The second annual tournament between the New 
York and Philadelphia Plumbing and Steam Supply 
Bowling League was held at the Central Alleys, 
Philadelphia, May 6. 

1905 
The annual convention of the New York State Associa 
tion of Master Steam and Hot Water Fitters was held on 
Tuesday, May 9, at the Hotel Iroquois, Buffalo, N. Y 


Wm 


CGombers at 


with President Gaylord in the chair, and Recording 


the desk. 
1905—, 


director 


Secretary H. B 


and stockholder in th: 
James Robertson Manufacturing Company, of Baltimor 
Md., died April 19, at Mr. 
born Greenock, Scotland, 1856. 


James Robertson, a 
Robertson wa 
When 
uncle, the lat 
bu 


his home. 


in nineteer 
saltimore 


in 
old he 
Robertson, 

the 


with his 
in establishing the 


Mfg. in 


to 
and 
James 


years came 


assisted 


of Robertson Company, 189 























CHICAGO 


reports that 
week, but 


city business 
that 


picked up. 


large Chicago jobber 


improve during the last 


One 
did not country 
There 


one commodity, 


under Chicago jurisdiction, 


seems to be no marked demand for 


business, 
any 
orders from the master plumber and heating contractor 
being well assorted and 


supplies. Buying is still for 


covering the complete line of 


immediate needs and for 


specific jobs, and is held back in most cases until the 
last minute. Price-cutting continues prevalent among 
jobbers, and the varied quotations being made to the 


trade incentive to buying beyond near-at-hand 


requirements. 
Some distributors and some contracting 


are no 


plumbers and 
fitters are doing a very good business on the large work 
which is at present active in Chicago; and these projects 
call for enough that the 
turned in Chicago 
people call business good only when everybody is 
work; and, while there like a 
still by any means throughout the Chicago trade, 


actual volume of 
called But 


material so 


goods over can be good. 
many 
getting is nothing stand 
activi 
ties so far are below those of last year. 

At the same time, men who call on architects say that 
every architect’s office is full of 
stantiated by the amount of figuring that master plumb 


Chicago’s strik- 


work; and this is sub- 
ers and heating contractors are doing. 
ing record of building permits for the first four months 
of the feature of the national 
building program. $200,000, 
00, which outstrips the schedule of any other city in the 
While many in the industry discount the value 
of building our 
field, it is hard to 
nothing. Even the 
heating look forward to a good year. 


outstanding 
Permits taken out 


year is the 


exceed 


country. 
indicators of prosperity in 
that 


conservative 


permits as 


believe they mean absolutely 


men in plumbing and 


There was a better feeling among manufacturers the 
last few days. In almost every commodity, there was 
some favorable sign of a gradual expansion-——either in-. 


quiries or actual orders. Prices continue weak in many 


cases; but a 


through 


lines; production continues slow in 
feel that 
an in-between period that is soon to end. 

April pig iron output 
a day than the daily During 
the month of April, too, the number of furnaces in blast 
fell off 8 per cent the first of the 
month. Last week successive week in 
which the composite price of pig iron declined, the total 


many 


great many they have been passing 


was approximately 6,000 tons 


less average for March. 


from the number at 
was the seventh 
decline during that time amounting to $1.50 a ton. 
Soil Pipe 
announcement of a guarantee against 
has given little from the 
Supply houses are still well-stocked, and, though 
increasing they have not 


The recent price 


decline impetus to demand 
jobber. 

they are moving an 
yet reduced stocks to the point where any volume of re- 


Production at foundries 


tonnage, 


Placement buying is necessary. 








curtailment 


continues at a slow rate, with some further 


reported in one large foundry Stocks at sources, while 


not heavy, are sufficient for prompt shipments on all 


situation remains unchanged 


Steel Pipe 


sizes The price 


teel pipe, but 


mall lot 


Jobbers continue cautious in ordering 


volume of business being received by mills in 


is fair to good Stocks in supply houses are being main 


tained at a good working level, and demand from the 
master plumber and heating contractor is fair Mills 
are working below capacity but the steel pipe business 
of some of the larger producers is in better shape than 
that in other steel products Deliveries can be made 
promptly Prices are firm and unchanged 
Wrought [ron Pipe 

Replacement needs of jobbers require a steady run oft 
shipments from mills Individual requirements are light 
but total business placed in the last few days has been 


fair. A few large calling for a good ton 


from 


projec ts are 


nage some distributors Deliveries from mills are 


unchanged 
Ware 


plentiful in the last 


prompt. Prices are firm and 
Knameled 
more 


that 


Orders from jobbers are 


few days, and makers believe there will now be 


expansion of demand Orders are assorted 


lots for 


a gradual 


and for small quick delivery, but they indicate 


that jobbers’ stocks are in need of regular replenishing 
Demand from the master plumber is improving I 
liveries are satisfactorily prompt Prices are stable and 
unchanged 
Pottery 

Business for May and June shipments is in a little 
better volume; and the fact that some order however 
light, are being placed, is causing a better feeling Mak 
ers can be found who report a very good demand; but 
in Chicago proper, most jobbers still hold sufficient stocks 
to meet the calls of the master plumber promptly Pot 


teries, as a whole, are in position to ship staples promptly 


Prices have not changed. 


Range Boilers 
One manufacturer’s representative in Chicago report 
a decided increase in local warehouse busine and in 
shipments against specifications during the last week 
In general, however, Chicago warehouse business hold 
about the same as it has for the last three weeks, which 
can be called fair. Warehouses are giving prompt deliv 


Y anxious to maintain that 


eries on lots of 25 or more, 
minimum on account of delivery charges New buying i 
still light, with releases against orders in fair number 
August discount sheets still prevail 
Plumbers’ Brass Goods 

Some makers report a slight improvement in = ship 
ments against specifications, but new buying is. still 
generally confined to fill-in need Factory stocks are 
of sufficient size to make prompt shipment possible 
Sheets have not changed, but the market is not firm 


brass goods 


either in tubular or cast 


87 
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Boilers and Radiators 

One manufacturer reports that, after dull 

and March, his April shipments exceeded those of April 


a February 


of last year So far, May has been under the corre- 
sponding period of last year In general, business in 
boilers and radiators has not yet opened up, but heavy 
bookings indicate a good season ahead Factory stocks 
assure prompt attention to orders Prices have not 
changed 

NEW YORK 

- 4 

There are features to cause encouragement in the New 
York supply market this week, but, in general, these 
point to better future business rather than to any mate- 
rial improvement in conditions at the present time. 
Many jobbers say that their volume today is better than 
it was thirty days ago, but almost all complain of the 
small margin of profit on the business they are doing 

Those lines which have been moving slowly for the 
past several weeks are in no better demand than they 
were joth the jobber and the contractor have adopted, 
for the time being at least, a policy of hand-to-mouth 
buying that is not conducive to big volume. 

In many cases, there has been a curtailment of pro- 
duction by the manufacturer in order to prevent stocks 
piling up, while sacrifice prices by wholesalers in order 
to reduce stocks are not at all uncommon 

Soil Pipe 

Although there is no change in sheet prices reported, 
the big majority of makers appear to be meeting all 
prices quoted to their customers Volume, whether com- 
ing from the jobber or the master plumber, is low This 
is causing considerable shading by the supply houses. 

Steel Pipe 

Although there is a noticeable absence of buying for 
future delivery, a fair amount of business is being done 
by the mills, mainly representing fill-in needs of dis 
tributors. Makers’ prices are unchanged, but price-cutting 


exists among the jobbers 
Wrought Tron Pipe 
Little business is being done by either mills or job 
bers The latter have fairly good stocks, and, as a rule. 
are buying only when certain sizes are depleted Manu 
facturers’ prices are firm and unchanged 
Enameled Ware 
Firm factory prices, with fairly good demand, con- 
tinue on enameled ware, especially on the better grade 
ware. Jobbers’ figures are not quite so firm, with shad 
ing often reported Shipments are, as a rule, prompt. 
Pottery 
Many potteries are making more ware than they can 
sell, but some of the larger concerns report a good vol 
ume in this district The greater share of this volume 
is for immediate requirements, little going into jobbers’ 
stocks Practically all potteries have now followed the 


recent reduction on staple bowls and vitreous lavatories 


but one big maker is an outstanding exception 


Range Boilers 


Several factories report a satisfactory volume. Prices 
remain unchanged, August sheets prevailing Deliveries 
are prompt 

Plumbers’ Brass Goods 

Factory prices on cast brass goods vary from firm to 

moderately firm Prices of tubular goods are holding 


rather well Jobbers’ prices, however, are being shaded 


on all classes of brass. 


both 


Demand 
master 


Deliveries are prompt. 


is very spotty, from the jobber and the 


plumber 
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Boilers and Radiators 


Prompt deliveries, light current demand and unchan ‘ed 
prices tell the story of boilers and radiators, both m 
the factory and supply house point of view. 

i : 
PHILADELPHIA 

The local market shows very little change since st 
week Some lines find themselves in fairly good shape, 
due to the great amount of building which has now 
obtained a firm footing and which makes considerable 
demand upon the jobber for immediate delivery. 


Shading of prices continues in various lines, especially 
among wholesalers 
Soil Pipe 
light, 
of 


with price shading 


Deliveries 


Demand continues rather 


common from most sources supply. are 
usually prompt. 
Steel Pipe 

Mills report a fair demand, which remains at a steady 
level shading prevalent 
in Shipments are satisfactorily prompt 

Wrought Iron Pipe 

Dearth of demand last reported still continues, although 

are’ inclined bit 


Mill prices are firm, though jobbers are shad 


Makers’ prices are firm, with 


jobbing circles. 


makers to be a more optimistic than 


formerly 


ing Deliveries are good. 
Enameled Ware 

A large and satisfactory volume of business is being 
reported by all manufacturers, with good prospects in 
view for the year. Though makers’ prices are firm, 
many jobbers are shading Deliveries are still good, in 
spite of the large volume of business booked. 

Pottery 

The larger makers continue to report a very good 
volume of business, and a large demand is now mak- 
ing itself felt due to the large amount of small home 
building going on in the city and suburban sections 
Since the recent reduction, makers’ prices have been 
firm Price cutting is common with jobbers. Most mak 
ers are able to make prompt shipments, although there 
are exceptions 


Range Boilers 


Activity recently reported still continues. Prices are 
firm and unchanged. Shipments from most sources are 
reasonably prompt, although one maker ‘continues to re 
pert thirty day delivery. 

Plumbers’ Brass Goods 

No change has occurred and the slack demand last 
reported still exists. Both cast and tubular goods are 
subjected to shading by jobbers and in many cases by 


manufacturers. Deliveries are good. 


Boilers and Radiators 


Some manufacturers report a_ slightly better week 
while others state that the same conditions still apply 
as last reported. Prices remain the same. Prompt dé 


liveries are customary. 


NEW ENGLAND 


Thoughout the entire England section there ha 
within the 
in business in plumbing and heating lines. 
jobbers are are forced to 
against during the latter 
1924 and the early part of 1925 and, also, to place new 
firm. y 

increase in orders placed with the manufacturers c¢ 


at 


substantial increase 
Many of th: 


release shi 


been, last weeks, a 


finding that they 


ments orders placed part of 


business. Prices, as a whole, are fairly 


on 


a time, most makers had reached 


very 


opportune as 
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point where they had caught up with old business 
The labor situation is practically where it was before 
the strike, which as yet is not definitely settled Most 
of the men are at work, and committees of employers 
{ employes are still meeting It looks, from informa 
tion gathered from all sources, as if the long-awaited 


business improvement is at hand, and 


clume is not great, it is encouraging 


plumbing and heating fields 
Soil Pipe 
foundry 
effort to 


No official change in prices 


eported, however, in an 


irplus pipe and fittings that 


move 


have piled up at 


while as vet the 


fo every one in 


shading is 
the 


some 
some oft 
foundries 
e demand on the 


due to the slowing up in business. Th 
ibber shows a Satisfactory increase and many otf them 
sounding out the market against the time when 
ey will be again entering new business. Jobbers’ stocks 


condition Re 
hott 


ire still in fairly good 
taken 


manufacturer 


heing eare of promptly bs 
Steel Pipe 


Chere is a slight improvement. in 
heating 


well as 


master plumber and 


bers’ stocks are generally ortes 


demand 


contracto 


orders are 


leuse 


the jobber and 


from the 
Job 


but 


r recently 


1 and ample 


some buying is being done to fill up the low places in 
the stock rooms Mills are well stocked and all order 
entered with them are being handled promoptls There 
has been no change in prices 
Wrought [ron Pipe 
Prices are steady and unchanged \ slight improve 
ment in demand on the jobber is reported with a con 
sequent increase in the number of small orders placed 
with the mills Both jobbers and their customers are 
following the policy of buying in small lots as needed 
which they seem to prefer rather than to carry large 
stocks 
Knameled Ware 
Both master plumber and jobber are still following 
the policy of buying more for actual requirements than 
for a long carry A better movement of this commodity 


is reported, however, both by manufacturer and jobber 
No price changes have been made. All prices being held 
firmly at present levels 
Plumbers’ Brass Goods 

There have been no official price changes, but some 
cutting is being done, according to statements made by 
the trade, by both manufacturer and jobber. The master 
plumber, as a_ result is buying very conservatively 
Manufacturers are well stocked, a are most of the job 
bers, and all orders received are being filled) promptly 
With the recent advance in the price of brass pipe and 
the apparent stiffening of the copper market it) is 
hoped that the present prices will remain firm all along 
the line 

Potters 

The price situation in this commodity is rather un 

settled. Many prices are mentioned covering the one 


fixture, all of which are different, and b 
ing about placing business under these 
slight 
‘eported by 


improvement in movement of 
both 


teries are still working on old orders 


jobber and manutact 


Range Boilers 


No price change. Jobbers and manu 


rying good stocks and the 
the trade is being well taken care of 


small but s 


Boilers and Radiators 


firm Many orders on 


for as vet 


Prices are 


leliveries asked Stocks in 


turers and 


conditions 


the 


uvers are hesitat 
Some 


stocks, however, is 
urer Many pot 
facturers are car 


teady demand by 


books but few 


hands of manu 


jobbers ample for all needs 


ENGINEERING so 


CHICAGO POTTERY CO. 


Specializes 
in the manufacture of 


Closet Bowls and Tanks 
of “Whitest Vitrified China” 


1924-40 CLYBOURN AVENUF 
CHICAGO 








Easy to Clean Out 


The Round Boston Grease 
Trap is made particularly 
for installation under sinks 
and in small restaurants. The 
cover plate, which is the full 
diameter of the body of the 
week held in place by a single nut. 
ey large opening makes it very 
easy to clean out seccumuleted 
grease. Also made in equare pat- 
tern for use where space is tienlted 
in height. 


Write for catalog and prices. 


R. ESTABROOK’S SONS 


First and C Sts., South Boston, Mass. 

















Haas 


Flush Valves for use in combination with 
all styles of bowls for all classes of 
service to operate under low or high 
pressure water supply 


Water Closets for every type or class of 


service. 
(i) 
7 Tiere”, 
Write for catalog. 


Frost Proof Closets. Direct flush 
Philip Haas Co., Dayton, O. 


or after flushing. 
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WADE Water Jacket Grease Trap 
Pe 


The unusual success of 
this trap is due to the spe- 
cial design and working prin- 
ciple Entire body, walls 
and center partition sur- 
rounded by cold _ water. 
Grease congeals as soon as 
it enters trap and floats to 
top where cleanout cover 
permits easy removal 

Used largely under kitchen 
sinks in hotels, clubs, etc. 


WRITE FOR OATAIAG. 





B-Fig. 27 
WADE IRON SANITARY MFG. CO. 
551 W. Fulton Street, Chicago 
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PACIFIC COAST 
ry pa I ht or notic able hange in Coast 
ondition Busine a 1 Whole continue in good vol 
me nd fror the number of building permits issued 
lurin April, b ne mia be expected to show an im 
provemen 
lobber t } | ire all it ood shape and 
} wre ! } t peak of Purchasing 
obber } I n long conservative line and the 
licatior tha th onservatism Vill continue for 
the ba I } il Jobber pl t? trade 
‘ in firs 
soil Pipe 
r} ! pipe ren ! Most jobber 
! ‘ ood } ind replacin them at about the 
il prop I ile 
steel Pipn 
rt lemand I pit iken a , hol remain 
ood Jobber t b t I rod hape and being Kept 
if i maximum p ! During tl Week most obber 
advanced their out-of Kk price m this commodity 
approximately 1 per cent 
Enameled Ware 
Sale of enameled ware continue in fair volume \ 
good number of order has been taken for ware to. be 
delivered when the buildings are read for material to 
installed Most distributor tocks are in fair shape 
and prompt delivery from factory can be obtained on 
practically all iten 
Pottery 
There is no chat in the potter ituation Sales a 
i whol ire in fair volume Practically all distributor 
ha good toc} Vromy deliver can b obtained on 








ENTERPRISE 











Comp ression 


_ BASIN COCKS 














are not fancy or trick faucets, 
} but just regular brass goods 
F built to give permanent satis 
faction. They represent one 
hundred cents worth of value 
for every dollar 
Your 
Jobber 
Has 
Them 
And, remember, the Enterprise Line 
is complete It contains a basin 


bath and sink cock for every purpose 
at prices which are reasonable 
Catalog “B”’ tells the whole story 


Write for a copy today 





ENTERPRISE BRASS WORKS 
MUSKEGON MICHIGAN 











NGINEE RING May 


all 











without difficult There was no chat 


week 


Plumbers’ 


staple article 


in prices during the 


Brass Goods 








In 


1 


Taken as a whole, the demand for this commodity 
very good Jobbers’ stocks in most cases are ample 
present requirements Prices on this commodity \ 
according to the quantity and the quality of materi 

Range Boilers 

Sal of this commodity continue in fair volume 
ome of the Coast jobbing centers, however, the 
bination heater and range boiler is taking the place 
the range boiler and there is a consequential drop in 
demand for the latte Prices on this commodity rema 


unchanged 


The Metal Market 
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GRANITINE 
Laundry Trays 


are guaranteed 
Sanitary and Durable. 
Reinforced and Attractive. 
Inexpensive and 
Well Crated. 
Easy to Handle. 
Is the GRANITINE trade 
mark on the trays you buy? 


Factories in Chicago 
Cincinnati and Omaha 


PT ee ee 




















on Business “Ventures 


A. Bailey has engaged in the plumbing and heat 
ing business at 142 Seventh street, Seaside, Ore 


ID). R. Capito has opened a plumbing, heating and elec 


trical shop in Meridian, Calit 
Michael 


Plumbing & 


Conner” Brothers 
Minn 
about to 
that 


‘ating Co Inc 


Conner, formerly of the 


Heating Co., of Minneapolis having 


sold his interest in that concern, is open a 


at S27 Second avenue, South, in city, under 


shop 


the name of Conner’s Plumbing & He 


opened a plumbing and heating 


street in Mt 


Edward Dacey has 


shop at 107 South Locust Carmel, Pa 


T. B. Sinclair has opened a new plumbing shop in the 
iron Clad building on East Allegan street, Otsego, Mich 
The Petrie & Herkes Plumbing Co., East Cleveland 


organized with a capital of $10,000° by 


associates and will establish a plumb 


Ohio, has been 
John R 


ing shop 


Petrie and 


Sterling Plumbing Co. is the.,name of a new concern 
engaged in the plumbing and heating business at 746 
Grand avenue, Oakland, Calif 

The East Ohio Plumbing Co., of Cleveland, Ohio, has 
recently been incorporated to do plumbing business 


Buckley & Scott, Inc., Providence, R. L., has been in 


corporated to handle oil heating equipment The in 
corporators were Alfred Buckley, 189 Ontario. street, 
Providence; John W Scott, and Edward T. Parsons 
The company has been conducting a business at 159 
Broad street. 

Anthony B. Cassedy has opened a store at 1910 Massa 


chusetts avenue, Cambridge, Mas: and will deal in oil 
burners 

The L & G Plumbing Co New Haven, Conn., has 
been incorporated with a capital of $25,000 The in 





&. BE. O'Connor, F. HW. Hanlin, BR. A. MeGee and 
hi. B. Clayton, all of Denver, at the 


Colorado 


Hlurleys, FL A, 
annual convention of the 
held 


Seciety of Sanitary and Heating Engineers, 


recently in Denver 


Barney Gubersky and 


corporator are Samuel Lyman 


Jacob Schooman, all of New Haven 

The Rile-Ezone Burner & Mfg. Co Ludlow, Ma 
has been incorporated with capital of 825,000 to deal ir 
oil burner The ineorporators are Kenneth Rile Bertha 
M. Riley and Thomas J. Hyland, all of Ludlow, Ma 

The American King Heater Co., composed of PL H 


worth, has engaged in the 


H. C. Aine 


heater business at 117 South Rowan sti 


Murray and 
matic water 


los Angele Calif 


Business Changes 


Richter, pl 
LaGrange 11) hi moved 
to 310 West 


rmabing 
hi hop fron riftl ivenue 


Burlington street in that cit 


J. H. Janssen, of Manson, Iowa, | moved | plumb 
ing shop to Willey avenue in that cits 

The Perry Plumbing Co of Per Okla recently 
moved into its new busine home on ixth street 

David Craft has moved his plumbing and heating ¢ 


tablishinent from 177 Crescen treet Brockton, Ma 
to 160 Crescent street in that city 

Ira Rie Albany Mo ha purchased the plumbing 
hop and equipment of the Albany Hardware Co., whiel 
has discontinued this side line 

Karl Drlica, 1107 Hawthorne venue, Portland, Ore 
has changed the name of his busine to the Drlica Plumb 
ing & Sheet Metal Work 

W. |. Boyee, of Little Rock, Ark., has moved his plumb 
ing business to 125 North Railroad avenue where he 


has recently purchased a building 
Hawkins are closing out 


Nebr and = will 


pure hased 


Burbridge & their plumbing 


and turnace busines in Plattsimouth 


move to Peru, Nebr Vhere they ha plumb 


Ing + hop 


Kirkwood & Wharton, master plumbers of San Antonio 
Texas expect to move into their new location t 56 
Maine avenue in the near future 

The Frank H. Densmore Company has moved its plumb 
ing busine into new quarter at ITX63-1865 Dorchester 


avenue, Dorchester, Mas 

The South Lansing Plumbing & Heating Co., of Lansin 
Mich has enlarged it quarter oO that it addre i 
now 119 East South treet as well a 119% 

Chas. J. Soleau, Montelair, N. J heating contractor 
ha just moved into new quarter at 36 Valley road 


Montelair, N. J Mi 
job at the 


Soleau is doing a $9,000 heatin 


new building of the Montclair Trust Co 


onville, Fla ha 


Parl treet in that 


The Gilmour Empie Co., of Jack 
moved its plumbing busine to 606 


CIty 











) KOMEN T TE 
ILLINOIS CHAPTER'S MAY OUTING 
' An 1 mark 4 placed recently mm the cal 
ndar Is the turning of the vears in the his 
r f tl Tilis Chapter of the American Society of 
Heatir & Ver iy Engineer It was their annual 
M ! itis ym May & 
Vith ¢ \“ Johnson of ¢ \\ Johnson, Ine Chi 
I ! ntertainmen committer the success 
the da ré The temperature of the days 
perfect for playing golf, a number of heat regulator 
nen bein pl ! The ventilation at Wilmette, Chi 
we I tocrat north hore suburb wa invigorating 
Joseph A. Cutler, 1 ' Beery, H. G. Thomas and H. M. Hart 
ind nd it the Vilmett Countr Club where 
! yur 1 held Ver n fine condition The 
relative hut lit via aid to be ust right And when 
twent I lept ! eating entilation and hu 
d red the ix clock te her vere man 
J ye told 
rt I | n t t the tournament were 
\\ I (y! \ Bi (Ta Heating Co i9 | Weil 
W Mel n ¢ ‘  < Hornuns i % Hornung & 
( » : \ Ahi ff l Radiator Co 87 Major 
W. i. ¢ ind I. N. Soper, 74, Warren Web 
r& ¢ I, Dohert ind E. E. Bolte, 73, Utica 
Heater ¢ | | Beardslee with Alfred S. Alschuler 
rehitect Hart Mo Hart, I. H. Prentice Co 70 
Joseph A. Cutler, Johnson Service Co., 83: E. E. Beery 
Kewan Boiler ¢ T { Douglass, Thos J Doug 
& » \W Johnson, ¢ W. Johnson, Inc 107 
\. | Walsl | hg mtractor, 92: K. E. Elli Fred 
A. Ellis & Sor ‘1 IH. O Brier \merican Blower Co 
‘ WwW. I J } ' and ¢ I Bronson, 79, Kewaner 
Boiler ¢ I Ho MeGart 0, and F. MeCartin, 78 
Phillips-Getschow ff. All were from Chicago and 
icinity 
. r. CC. Douegla von first honors among the member 
with a first low ro of » and for this achievement 
was presented wit] golf club and a loving cup J.H 
O'Brien also received from the hands of the secretary 
. 





J. LL. Doherty, W. H. Chenoweth and E. BE. Bolte 





Ww 


Doh 


ented 


in that 


‘ 
( 


fi 


promise n 


0. was 


May l¢ 


his fir 
the eg 


ne iD n recognition of 
BCOré Among 
his 
tor 
club H. M 


won 


members 
club 


ilso a 


E solte with first low 


P Beardslee 


won a gross of { 


first low ne 
Hart, 
club ;. e 
net of carried | 
scores, C. W. Johr 
McCartin and Ek 
balls. 

of 
recognition 


guest, his 


presented with a met t 


low gross of 8&9 an iron 


no 
io 


ith a second 


rtv, with a second low also 


For other 
Ahlff, I. N 


recipients of 


new iron 
Weil, A. A 


wer 


various 

Soper, F 
boxes of 
to a 


golf 
balls, 
of 


was 


i. & addition box Was pre 


Cutler, in 
with a new driver in his abilit 
This 


juet was 


direction driver, which 


the 


preser 
originally designed 
balls Mr. Cutler 
vertheless to tre ure it as a trophy 

the attenda 

The 
held at 


bane however 


Nlowing 


rv driving nail instead of golt but 


ithering 
ir to vear banquet 
ntation of trophic and dance were 


tmoreland Country Club 


NEW JERSEY YE PL OA. GROWING 
New Jerse already one of tl] leading states in me 
bership in the National Association of Master Plumber 


rained 5 new members by one stroke on Friday eve 
ning, May &, when the Master Plumbers, Steamfitters and 
Metal Worker Association of Englewood (N. J.) and 
icinitv joined the state and national associations The 
new nomes on the state roster were added less than 
veek before the annual convention of the New Jerse 
tate association, and will be credited to the adminis 
tration of President Joseph Durr, of Montclair 
The decision to join the state body was unanimousls 
nade at a meeting held at Fraternity hall, Tenafly, N. J 
which was presided over by E. P. Sigert, local president 
and attended by B. Joseph O'Donnell, of the National 
Trade Extension Bureau, State President Durr, Stat 
Secretary Hopkins, and State Organizer Joseph A. Sproul 
Talks were made by all these guests 
i 9 _, ogee ° 
Women’s ~Auxiliaries 
Blected President of League of Women Voters 

That women of the auxiliaries are active in civie af 
fairs as well as in aiding the plumbing industry is well 
shown by the fact that Mrs. Leo J. Davis, corresponding 
secretary of the Women’s Auxiliary, of Detroit, has just 
been elected president of the League of Women Voter 
of Kedford, Wayne County, Michigan 











Mrs. Hf. J. Connell, of Somerville, Mass.; Mrs. Andrew i 
Giynn and Miss Ethel MeGlynn, of Taunton, Mass., at the 
annual convention of Massachusetts Master Plumbers’ (sso 


ciation, held recently in Boston 
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COUNT IT! One Moving Part 


The perfect water supply system with all wear and friction 
practically eliminated. Just one moving part—a_ singl 
revolving shaft to which the impeller is attached does all the 
work yet does it better than the conventional pump with 
its multiplic ity of moving members and the necessary friction 
producing bearing surfaces 


DECATOR 


WATER SYSTEMS WITH 
THE BURKS ceavtute, Faw, tnabele wiheieie 





| 
H 
| 
| Super- | urbine ny A | {-primir 
| SUPER-TURBINE PUMP.  Bittactsstly ump sir stone, « feat never be 
| accomplished by a turbine pump. It will har 
| The most advanced development in domestic water supply — water on as great a vertical 
| systems. The elimination of all belts, gears, springs, cams, pump. In actual tests it has lifted water 30 feet 
| pulleys, fly-wheels, etc., reduces the necessity for any although we not greatly re mmend it for 
| attention or maintenance other than occasional lubrication than 25 feet 
| to absolute zero. 
Becau Pa nti 2 ' td 
| With all its simplicity and freedom from troubles common Jutput in a steady, non-pulsating stream 
to other water supply systems, the DECATUR is far superior pressures as high as 50 pounds and for the sat 
Fig. 9002-9003 from a a of — y. The water is — only reason it picks up its load as the motor speed it 
F ‘ once, and moves continuously in an unbroken column trom reas¢ th edu g the strau n bot ' 
The 9000 series with pumping capacities of the inlet to the outlet. ss ; ; 


175 to 300 gal. per hour. Furnished complete 
ready for installation, with 42 gal. tank, as If you have not investigated this remarkable system, writ Fully guarantee 


shown, or without tank, as desired us today for complete descriptive literature 


DECATUR PUMP COMPANY 


632 E. Cerro Gordo Street : DECATUR, ILLINOIS 


Sales connections in PITTSBURGH, NEW YORK, BOSTON, BUFFALO, ROCHESTER, 
BALTIMORE, CLEVELAND, DETROIT and other principal cities 
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CLIMAX 
Cellar 


Drainer 





Goods You 
Can Tie To 


It pays to be sure of 
the brass goods you 
handle and install 


Trenton 
Products 


have proved their su- 
periority byactual use 
The kind you can in- 
stall and forget about 


Why use uncertain and costly water-proofing of cement, 
asphalt, tar, etc., when the CLIMAX Cellar Drainer is 
so positive, dependable and inexpensive? The CLIMAX 
is usually installed in the end; why try something else 
in the beginning? 








The Trenton Wash Tray Plug is made in a 
| variety of patterns. Finished brass or nickel 
plated. 

Order from your jobber 


BALTIMORE. MD. 
THE TRENTON BRASS 
AND MACHINE CoO. 


Trenton, New Jersey 


Catalog Pacific Coast Agents: 
Atay 
. Wm. P. Horn Co. 


Rialto Building, 509 Wilcox Bldg., 
San Francisco, Cal Los Angeles Cal 














L. C. Smith Building, Seattle, Wash | 
































Mention Domestic ENGINEERING when writing advertisers 











ACME-DETROIT 


Double Laundry Tray Faucets 


The correct faucet for modern 
laundry jobs. Quick compression 
with lever handle and also fur- 
nished with a long spout for three 
pert trays. Rough nickel-piated 
finish. round joint Brass unions 
for % inch I. P. connection 





Lavatory Faucets, Sink Faucets, Drinking Fountains, Laundry Tray 
Faucets, Lawn Faucets, Sediment Faucets, Solder Nipples 


Mf your jobber hasn't our goods in stock write us, giving his name 


Acme Brass Works. Detroit, Mich. 


Eastern Representative: Kessel & Muller, 180 Nassau St., New York 
Western Representative: H. E. Crum, Jr., 400 N. Michigan Ave., Chicage, Ill. 











No Roof Is 
Superior to 
Its Flange— 





the father of every leaky roof. 


Therefore, some PLUMBER is 








THE BULLARD ROOF FLANGE 


is acknowledged as the only PERFECT 
FLANGE by busy men who have made satis- 






fying installations. 
THE BULLARD SPECIALTY CO., Tiffin, Ohio 














Sep 


Where the Signet Drain is installed there can be 
no back water 

A perfectly reliable trap that automatically 
keeps out sewage, 
gas and germs. 






Pos 


Always works. Noth- 
ing to get out of order. 
Brass working parts 
submerged 


Pat. Dec. 3, 1914 


The Signet is clean, 
sanitary, simple, dur- 
able and efficient. 


Write for 
details 


CRAMPTON-FARLEY BRASS CO. 
. KANSAS CITY, MO. 
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Bath a Day Helps 


Bath a Day Slogan Cuts. For use in news- 
paper advertising. 45c each. 

**The Need of Frequent Bathing.’’ 12-page 
booklet, to enclose with letters, $1.85 per 100. 

“The Story of the Bath.”’ 32-page booklet, 
illustrated, for schools, clubs, etc. Single copies, 
25c; 100 or more, 10c per copy; 1,000 or more, 7c 
per copy. Prices include transportation, mailing 
envelopes when needed, and outline studies. Name 


printed on back cover free on orders of 500 or more. 
Please send check with order. 


DOMESTIC ENGINEERING, 1900 Prairie Ave., Chicago 


\Gepy ah 
~ a tlie? 














J. J. Cunningham, the new secretary of the Missouri Master 

Plumbers’ Associntion; George Foley, J. 8. Levene and Db. FE. 

Justus, all of Kansas City, Mo.; at the Missouri Master 
Plumbers’ recent annunl convention in Kansas City, Mo. 


SOUTHEASTERN OHIO MASTER PLUMBERS’ ANNUAL 
BANQUET 

The annual meeting of the Southeastern Ohio Master 
Plumbers’ Association was held at Newark, Ohio, April 
23, on which occasion, the Newark members furnished 
the entertainment and banquet, while music was _ fur- 
nished by the Zenith Trio Co The meeting was well 
represented by members from various parts of the dis- 
trict The next meeting will be held at Lancaster, Ohio 
in June, and arrangements will be made for the picnic 
which is to be held some time in August. It is the in 
tention of the association to make this a memorable event 

The annual election of officers resulted as follows 
©. D. Hollar, Newark, president; W. M. Gesling, Lan- 
caster, vice-president; James Orr, Cambridge, secretary 
aud treasurer Directors: Geo. T. Streams, Newark; Al 
fred Meidel, Zanesville; Geo. D. Kildow, New Lexington; 
Vernon Bates, Coshocton, and Herman Johnson, Cam- 
bridge. 


B. JOS. ODONNELEL VISITS HAMILTON, OHIO 


The Hamilton, Ohio, Association of Master Plumbers 
entertained BK. Jos. O'Donnell of the National Trade Ex- 
tension Bureau on Wednesday evening, April 29, with a 
linner at the Y. M. C. A., before his talk to the Hamilton 
and Middletown journeymen. At the dinner John Ded- 
rick, president of the Hamilton association acted as toast- 
master Edward Frank, past president of the state asso- 
iation and organizer of the Hamilton association, was 
the first speaker, and he was followed by E. B. Kleine, 
National secretary, who spoke on the Apprenticeship 
Committee’s and Sanitary Committee’s work. The next 
speaker was Wm. C. Tillett who spoke about organiza- 
tion work and told of the stimulus it received at the 
state convention in February. B. Jos. O’Donnell fol- 
lowed with a short talk on what was needed in Hamilton, 
after which the masters adjourned to the auditorium 
where the journeymen were already assembled. Mr 
O'Donnell delivered a very interesting address on educa- 
tion, sanitation, apprenticeship, and a number of other 
important subjects, and he was given a vote of thanks 
for his speech. 


PLUMBER ADDRESSES SASKATCHEWAN KIWANIANS 


At a recent meeting of the Prince Albert, Saskatche- 
wan, branch Kiwanis Club, J. Daisley, master plumber 
delivered an interesting address on the Growth and 
Development of the Plumbing and Heating Industry He 
traced the different developments from the time of the 


Romans up to this century 




















DOMES TI 


This 6° That, Here &?T here 


The Columbus Heating & Ventilating Co., of Columbus 
Ohio, has been awarded the heating and ventilating con 
tract for the remodeling of the Third Street school in 
that city. 

Chalkley Brothers, of San Antonio, Texas, have been 
awarded the plumbing contract on the new Protestant 
Orphans’ Home to be erected in that city this summer 

William M. Keller, 391 Elmwood avenue, Providence 
R. I., has recently been awarded the plumbing contract 
on the new boys’ club under construction in Olneyville 

The plumbing, heating and ventilating contract on the 
Minn., was 
awarded to the H. Gazette Co., of that city The bid 
amounted to $163,895. 


new Denfeld school to be erected in Duluth 


The Barber Plumbing Co., of Houston, Texas, has 
secured the plumbing contract on the new $200,000 Bap 
tist church in that city. 

The contract for plumbing, heating and ventilating 
on the $55,000 addition to the Humberside Collegiate 
Institution, Toronto, Ontario, has been awarded to H 
Griffiths & Co. in that city. 

The $20,000 contract for the installation of plumb- 
ing, heating and ventilating fixtures on the new $250,000 
Rogers apartment, Cardero & Davie streets, Vancouver, 
B. C., has been awarded to The Orr Brothers in that 
city. 

Longview, Wash., is to have a new passenger station 
fo: the Longview, Portland and Northern Railway, to 
be completed by September. 





John J. Vogelpohl, of Cincinnati, president of the National 

Associntion of Master Plumbers; Richard J. Welch, Lowell, 

Mass., treasurer of the National Association, and Mrs. John J. 

Vogelpohl, at Massachusetts Master Plumbers’ recent con- 
vention in Boston 


Marshfield, Ore., will build a $35,000 addition to the 
junior high school. 

J. A. Schaffer, Kelso, Wash., has received the contract 
for plumbing and heating in the new Washington school 
in Kelso. His bid amounted to $4,800 

The Rautman Plumbing & Heating Company, Seattle, 
Wash., was low bidder on the plumbing for the remodel- 
ing of the building in that city formerly occupied by the 
Seattle Engineering School. This is a masonry structure 
covering half a block and will be made into an apartment 
house. The West Coast Plumbing Company secured the 
heating contract. 

Portland, Ore., is asking for bids on oil burning equip- 
ment for the lodge at Multnomah Falls. 

Eckart Brothers, Seattle, Wash., installed the plumb 
Ing in the new $5,000,000 terminal of the Pacific Steam 
ship Company in that city. 
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Simplicity 
Efficiency 
Reliability 


Automatically 
Controlled 


Produced by a responsible 
and reputable manufacturer. 


DEALERS 
National distribution wanted, 
and inquiries solicited from 
responsible heating contractors 





Gill Manufacturing Co. 


8300 South Chicago Avenue, Chicago, III 


Gill 


automatic 


il Burner 

















Y, MOMESTI } 
The \\ { ( rr ( Boston, has been awarded the 
I nd drainage contract, and the Hampden Plum! 
& tir Co. t heating and ventilating contract 
the n million dollar Boston & Albany passenger 
nt rected th ir at Springfield, Mass 
| I being made for the erection of a three or 
1 4 basemen hool and dormitory at Westmore 
I ( San Antonio, Texa The build will | 
reinfor 1 concret tile nd ston I Will cost in 
} ' hbhort oO AT 
I ple Beth El of San Antonio, Texa is plan 
for bid ibout June 1 on a two-story ind 
ase! mp! hich will be of reinforced concrete 
] I ! : & Simons of that city are the 
rehite it ( will be $250,000 
k ! Railway Company of El Paso, Texa 
plan construct of a three-story and basement 
1ild Brick and concrete will be used in building 
nd ( vill hye . oo ooo0 
\ mtract | been let to C. W. and Roland B. Moore 
for he mstruction of the first five of the Inter-Conti 
nental Fair buildings at Donna, Texas Cost of constru 
on will be $200,000 
Contract for the construction of the Amarillo hotel 
Amarillo, Texa has been awarded to the Bone Construs 
tion Compan rt hotel will be fou tories and will 
provide for 54 guest rooms with bat! Cost of the build 
n ll } $1 yon 
Georget n Universit Georgetown, Texa J. Sam 
Parcu pi dent, is planning the erection of a three 
tor dinin ! l nd omar building which will be 
of bric} tor nd reinforced concrete Cost will be 








The Good Will Value | 
| of a Dunham System | 





7 
PON any one having to do with the in ; 

i 
thoroughly dependable jf 
system of heating in any type of building 
there is reflected a certain amount of credit or H 


stallation of a 


prestige which is directly measurable in terms of 
good will 


all have 
they have 


Arc hitects engineers, 
that this Where 
recommended or installed Dunham _ } 
Heating they have actually experienced this - 
prestige in the satisfaction the owner has found 
with his heating plant 


contractors, 


-ealized is so 


specified 


It is difficult to measure in terms of dollars and 
cents the cash value of this prestige. We know 
only that it exists and that it makes for a grow 
ing circle of clients or customers wherever Dun 
ham Heating has been installed 


If you are building upon the bedrock of satis 
fied customers, you will do well to consider the 
value of good will expressed in the heating system 
you specify or install 


C. A. DUNHAM CO. 
230 East Ohio Street - Chicago 


Over sixty branch and local sales offices in the United States and Canada 













bring Dunham Heating Service as close to your office as your telephone 
Consull your telephone directory for the address of our office in your cily. 
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Plans are being drawn for the exposition buildir to 
be built on the International Exposition grounds in 
Antonio, Texas. W. A. Wurzbach, of the Alamo National 
Rank building, is president of the association in charge 
nd the cost of construction will be $500,000 
Frank Duff, of Ford City, Pa., was the succ il 
idder for the plumbing and heating in the new Mu i 
pal building at Apollo, Pa Mr. Duff's bid was $5 ) 
tle has also secured the contracts for the plumbing and 
iting in the new residences of W. T. Heilman and 
Wm. French of Ford City 
The Karem Shrine Temple of Waco, Texas, is plan 
ning the building of a new temple which will be of 
inforced concrete, steel, brick and tile roof and floors 
Cost will be between $300,000 and $400,000 
The Dixie Heating and Ventilating Company, of Hous 
ton, Texa has been awarded the heating contract or 


the new Plaza Apartment Hotel which is being constructed 


n that city 

W. Bb. Brown, of Kerrville, Texas, has been awarded 
the plumbing contract on the new dining hall and dorm 
tory which is being constructed for the Schreiner Insti 
tute in that city 

\. H. Shafer, of San Antonio, Texas, is doing the 
plumbing in the new Lanier Hotel which is adding six 
stories to the present building 

The board of school trustees of district No. 7, Sweet 
vater County, Wyoming, will receive bids at Dines, Wyo 


for the plumbing and heating in a new schoolhouse at 
Reliance, Wyo., until 4 p. m., May 23 

The West Coast Plumbing & Heating Co., of Seattle 
Wash has been awarded the plumbing and _ heating 
ontraet on the General Tire Co. building in that city 


Rounded Rim Corners 


As usual, Wesely is first with 
improvements in concrete 
laundry tray construction. 
This time it is rounded rim 
corners and the elimination 
of sharp edges, which removes the danger 
of tearing clothes or cutting the hands. 
House-wives appreciate this feature. 


All genuine “Wesely” Trays are now supplied with 
this improvement. Be first with the latest. Specify 
“‘Wesely’”’ when you order from your jobber. 


Chas.Wesely Company 
311628 $.Canal t., Chicago 
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Barrows, of Seattle, Wash., has the plumbing con 
tract in the $359,000 Winthrop apartment house in that 
The heating contract went to BR. Rose ilso. oof 
Seattle 
akeview, Ore., is building a new sanitarinm near a 
! spring, and the water from the 400-ft. well that 
has been sunk is also to be piped into Lakeview for 
heating purposes The temperature of the water is be 
tween 210 and 250 deg. F., and it is estimated that not 
more than 10 per cent of the heat will be lost in the 
pipes 
Williams & Gibson, In« 205 Clay street, Portland 
Or were low bidders on the heating and ventilating 
on the new Hosford school building Their bid was 
$36,700. Fox & Company were low on plumbing at 


$13,917 on this same building 

contract for the 
Wash., for 
Hardware 


has the 
erected at 


George L. Jones plumbing 
building 
the Olympia Golf and Country Club 
Company install the 


eoncerns 


Olympia, 
Martin 
fJoth are 


$17,000 to be 


will heating Olympia 





Hebenstreet, of Rock Island, Hb; EE. FF. Spaeth, of 


supervisor of 


W. J. 
Kansas City, Mo. and EF, D. 
Mo., at the annual convention of 


Longan, assistant 

in Kansas City, 

Master Plumbers’ Association, held 
Kansas City, Mo. 


plumbing 


the Misseuri recently in 


hotel It 
conditions, 


Okanogan, Wash., is to have a new $70,000 


will designed to 
one feature being a space between 


be especially meet climatic 


roof and top story of 
absorb the intense summer 


14 inches of shavings to 


heat. 
H. A. Erickson 
bit Bros. Plumbing & Heating Co., 


has been appointed manager of Cor 


Third and Oley streets, 


Reading, Pa., and he will also act as engineer of the 
heating department. Mr. Erickson was formerly con- 
nected with the Fitzpatrick & Hoepfner Co., Columbus, 
Ohio. 

The Pasadena Plumbing Co., Pasadena, Calif., will 
build a one-story three-room store building for its own 
use at 326-330 North Lake avenue, to be 42x50 ft 

The Raymond Heating Co., Springfield, Mo., of which 
G. E. Raymond, 219 West Walnut street, is manager, 
has let the contract for erection of 30x65 ft. brick busi- 


ness 


building, to cost $20,000 


Nashville, Tenn., 
contract for the 


The Gowans-Hailey Co., was awarded 


the plumbing and heating new Bennie 


Dillon building in that city. The bid amounted to $100, 


rhe Construction Co., of Davenport, 
low a, 
ing contract on a 


that city. 


Ideal Heating & 
has been awarded the $34,000 plumbing and heat- 
building being erected 


new apartment 


2 
i 


| 
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Johnson Burners 
make good 


Proven by twenty years’ success 


You get the benefit of our experience 


% Simple to Install 

Q Burns the Cheapest Oil 
| 
} 






Plana and Directions Furnished 
Ask for late-t bulletin, No. 28D 


tooklet describing 


a valuable 


Listed as Standard by 
Underwriters Laboratories . |} 


Johnson Improved Rotary Burner 
lype 22 for Heating Plants 
Main Offess 
S. T. JOHNSON CO, 


“} 940-950 Arlington St., Oakland, Calif 


Lite agents Wanted 
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Coolers Will Bring < 
Summertime Profits 


Hot weather is cooler fountain time. In- 
dustrial plants are big prospects for they 
realize cool water for workers means 
better production for them Sell chem 


Halsey Taylor Cooler Fountains, the 

only fountains with automatic stream 

control and sanitary two-stream projector 
Write 






fi aR s a The Halsey W. Taylor Co 
Qutomatic 


Warren, O. 
HALSEY dluam bontrol 
TAY LOR DRINKING FOUNTAINS 


/ 











RAYMOND’S 
Lead Roof Flanges 


are not CAST—but made 
from DRAWN LEAD 


No Calking Necessary 


When ordering state SIZE 
and PITCH desired 


PRICES NO HIGHER than asked for IMITATIONS 
Use No Other 


RAYMOND LEAD WORKS 
735 So. Washtenaw Ave. CHICAGO, ILL. 














Sell Home Comfort! 


You'll find it easier to make sales and mor 
profitable if you talk convenience and 
comfort—running water all over th 
house. If you are a Paul dealer selling 
the sturdy dependable Paul Water Sys 
tems you can guarantee that convenience 
with a minimum of attention and upkeep 


Write for dealer proposition 


CA Tiim Water Systems 
forHome andFarm 


- Self-Priming Self- Oiling Fully Automatic 


Ft. Wayne Engineering & Manufacturing Co. 


Main Office and Factory: 1706 N. Harrison St., Fort Wayne, Ind. 

















DOMENT HE 


French 


Lick 


Hotel 


@ Convention 
: Site 


\W! IH the completion of its 1500-seat convention audi 
torium, occupying the ground floor of the new wing 
{ the French Lick Springs Hotel building, this delightful 


berland foothills of Southern Indiana 
convention sites 


resort, in the Cun 
teps into fir 
\mong the organizations taking advantage of French Lick 
prings Hotels convention facilities this month are the 
National District Heating Association, whose meeting will 
be called to order May 19, and the National Pipe and Sup 
plies Association, May 26 to 28 


place among America : 


You Get More Accomplished 


At French Lick Springs all the participants in your conven 
tion activities are housed under one roof—in the magnifi- 
cent modern hotel building. This means full attendance 
and prompt disposal of all matters under consideration. It 
vation of taxicab and other expenses. It means 
usement and recreation 


means elin 





more time tor an 


Two 18-Hole Golf Courses 


Here are two of America’s best-liked golf courses: one, an 
easy, older course practically at the hotel doc step; and the 
other, the celebrated new Upper Course where Walter 
Hagen won the 1924 professional championship. Conven 
tion delegates may play either course; and, if desired spe- 
cial championship tournaments will be arranged 


Tennis, Swimming, Horseback 


['wo well-kept tennis courts. A swimming pool in the bath 
department where one can go for a refreshing plunge or 
for any of the many therapeutic bath treatments. A special 
bath department and swimming pool for ladies. A large 
stable of thoroughbred saddle horses These are some of 


the diversions that French Lick Springs provides 


Miles of Alluring Countryside 


lo the person who is disposed to hike or ride horseback 
for recreation, the miles of winding trails through forest 
and meadowland make French Lick Springs unforgettable 
And while many who come to French Lick Springs do not 
partake of the curative Spring waters that gush forth from 
the ground on the hotel property, there are hundreds who 
find new health and invigoration in the famous Pluto, 
Bowles and Proserpine Waters 


Tell Us Your Requirements 

Write today, stating the time when your convention will 
be held and the accommodations you will require. French 
Lick Springs Hotel is ideal in every way for the small 
meeting as well as the large convention. Rooms and meals 
are included in the rate you pay. Costs are definitely 
known in advance. Ask for all the facts about French 
Lick Springs now 


ADDRESS CONVENTION SECRETARY 


FRENCH LICK SPRINGS HOTEL CO. 
French Lick, Indiana 
‘“‘The Home of Pluto Water’’ 
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Springs 


The All Year 




















ACK in the days prior to, and for 





a short time after, the Civil War 


there existed a peculiar custom for prospective 


brides It was not considered at all proper for a woman 


to be seen on the streets in the month preceding the 


wedding If for any good reason she found it absolutely 
necessary to be seen out of doors, she saw to it that 


she was heavily veiled Such was the modesty of by- 


gone days 
tack in Civil War days, and for many years afterward, 


some plumbers were modest, shy creatures. In back 
streets, alleys, or in the rear of residences, many mod 
estly plied their trade, veiled in obscurity. Just as the 


young bride, some seemed to dislike the public eye 

But now, fortunately, both conditions have changed, 
and the betrothed girl of today goes about her every- 
day business as though a wedding was the furthest thing 


from her mind. And now the plumber is no longer on 
the back 


out on the big 


streets, but has buried his modesty, and is 


streets, and advertises along 


His window displays are at 


business 
with the other merchants. 
tractive, and his shop has its place alongside the dry 
goods, hardware, drug and other necessary stores 

But some master plumbers still insist on hiding their 
light under a bushel, and cling to their old ideas. Are 
you one of these? If you have been afraid of ‘“blossom- 

with an extensive advertising campaign, why 
these blackboard epigrams for a while just as 
You will find a public interest in your 
shop as well as in yourself. And that, after all, is the 
main objective in any kind of advertising. The expense 
results, and the 


ing out” 
not try 
an experiment? 


is infinitesimal in comparison to the 
cost of the blackboard will be repaid many times over 
by the pleasure you get out of watching people’s faces 
light up as they pass your window. 

Come on and step out of your hiding place; buy a black- 
board and a box of chalk; write a fresh epigram daily; 
put it where it can be read from automobiles in the 
street; then watch results. 

Here are seven more epigrams just waiting to be put 
biackboard. Give them a chance to show what 
they can do. Don’t 


do you will have cause for disappointment 


on a 


disappoint them, because if you 


yourself 


About all the modern frock has for lining is girl. 
* * * 


School will soon be out, and dad will be asking where 
the car is. 
- 7 * 


YOUTH: “How fast will she go?” AGE: “How are 
the brakes?” 
” . * 
When a wise man buries animosity he forgets where 
he planted it 
+ * - 


1 


If a man never does anything wrong, he never does 


anything. 
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Trouble’s shadow is frequently blacker than the trouble 


itself 


* : ” 
All the world is a theatre, and the doctors ushers 
in and out. 


Bath a Day Movement 
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No. 10. 

THE QUALITY PLATE 

The discriminating buyer who demands the 
best the market affords, makes no mistake in 
specifying our No. 10 Plate, which embodies 
supreme quality in construction and finish 


{7 Beaton &. orbin | |) 
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Duc to an oversight we have failed list tl f Red iff, 
Califormia, m which “The Stor f the Rath vas pres ft 
the schools by Lyon & Garrett. Th 

brings our total to 150. Wits inte 

set aside as the “Bath a My } nth 

by the National Trade keatension Bu 

reau, now ts the wal time t { 

back of this movement and see to it 

that the superintendent of schools in 

city sees a copy of the booklet and places tt in the hands 

he students before the school’s year is ox Hea ) 

tubly ahead of the percentage required for the first quarter 
fouble the number of cities over last year. Get “The Stor 

the schools of your city Youll find it the best pt 
advertismg you have ever done 


HIS week we call attention to the fact that Edna 
[wana Hopper, the ‘“‘sixty-three year old flapper,’ 

is a firm believer in the doctrine, “A bath a day 
keeps vou fit every way.” Miss Hopper is at present 
on the vaudeville stage and in the larger cities she gives 
a special matinee for women in which she lays stress 
ou the value of frequent bathing as an aid to longevity 
and beauty. Crane Company has been building modern 
bathrooms on the stage for Miss Hopper. 

If this popular actress comes to your city, do not fail 
to take advantage of the opportunity to acquire some 
mighty fine publicity for the trade. 

The plumber as a general rule neglects far too much 
the value of newspaper publicity. The writer has before 
him at least a dozen clippings, received in the past two 
weeks, in which newspapers have given varying amounts 
of space to boosting the bath a day idea and the _ busi- | 
ness of the plumber in general This kind of publicity 
cannot be valued too highly 

John J. Shanahan, president of the Virginia Associa 
tion of Master Plumbers, never misses an opportunity to 








Mrs. W. J. Hebenstreet, of Rock Island, HL, and Mes. Wa. 

Ball, of Kansas City, Mo., at the annual convention of the 

Missouri Master Plumbers’ Association, held recently in Kan- 
sus City, Mo, 


BOILER SE-MENT-OL 


Repairs - Cleans 


Protects 


Cast Iron and Steel Heating 
Boilers 


REDUCE YOUR COST 


LIST PRICE 
1Quart §$ 4.00 each 
14 Gallon 7.50 each 
1 Gallon’ 14.00 each 


vo Th Ask your jobber for the discount 


we” The Northwestern Chemical Co. 


MARIETTA, OHIO 






































Don't BeContent 


With Ordinary Roof Flashings 


Specify and Use 
the Reliable 


“SIMPLEX” 


Made in 
All Lead—Copper —Galvanized 
ron 


Every Flashing Adjustable 
Every Flashing Perfect 


‘SS <i 
AN 


¥ 
‘y —— 
SOs = Manufactured only by 





SIMPLEX MFG.COMPANY, 213 W. Austin Ave., Chicago 


Rollin C. Wilson, Direct Factory Representative 
7 E. 42nd St., New York City + 

















ASK 
YOUR SUPPLY HO 
NATIONAL & 


£ BECAUSE 


»ULATING VALUE 





To insulate Underground Steam 
or Hot Water Pipes 
USE 


PYRO-BESTOS 
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The First Kenney Showers 
Were Sold 10 Years Ago. 
Today There Are a Half- 
Million Satisfied Users. Why? 


MERIT— 
Honest-to-Goodness Merit! 


The Kenney Shower principle has proven be 
yond question its practicability and efficiency for 
homes, apartments and hotels. It has met the 
public demand for a practical shower— bathing in 
clean running water. 
It has clearly demon 
strated that curtains 
are no longer neces 
sary and that a cur- 
tainless shower is 
a definite asset to 
property valuation 


NEW! 


Kenney Needle 
Showers, Congress 
and DeLuxe Models 
for permanent instal 
lation may now be ob 
tained with either 
overrim tub filler, con- 
nected waste and over 
flow or concealed tub 
supply and waste fix- 
ture. It provides an 
all brass unit of shower 
and tub combination 
with a uniform china 
trim. 














, | 
———— — =) 
Congress Concealed Model 
= . In Phantom 
W rite for Catalog Showing Concealed Tub Supply 


and Waste Fixture and Connect 


and Price Sheet. ing Brass Pipes 





The Kenney -Cutting Products Corp. 


507 Fifth Avenue New York 
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secure newspaper publicity for the industry A! 
alert attitude in this regard in every city and town in 
the United States would result quickly in a greater 
preciation of the place occupied by the master plun 

Reports from men in the field indicate that ther 
an unfailing readiness on the part of newspaper editors 
to co-operate where “The Story of the Bath” is placed 
in the schools, by publishing the booklet serially, or 
commenting upon its value 

We need an increasing amount of favorable publi 
ind it is up to the individual master and to the associa 
tion to see that the newspapers are kept supplied 


Ws C ¢ 
Swimming - Pool News 
JI 


The Miami Beach Club is about to be incorporated in 
Miami Beach, Fla., with a capital stock of $2,500,000 
to erect a ten-story club house, to include two swimming 
pools 

The Val Verde Amusement Co. is about to let the con 
tract for construction of a $19,000 swimming pool at 
Val Verde, Texas 

G. A. Simon is planning the construction of a swim 
ming pool for colored people at First and Muskogee 
avenue, Okmulgee, Okla., to be equipped with shower 
and locker house, and cost about $10,000. 

The Knights of Pythias lodges of Humboldt county, 
Calif., have organized the Pythian Plunge, Inc., to con 
struct a swimming pool in Eureka, Calif., to cost about 
$70,000 

Floyd bBotstord is about to begin the construction of 
a sWimming pool in Downs, Kan., to be 650x125 ft., 
with bath house 25x75 ft 

The new swimming pool at Daytona Beach, Fla., was 
recently opened to the public, and a record crowd was 
in attendance 

The new municipal swimming pool at Elgin, I, will 
oon be ready for use 

The Elk’s Club of Wichita, Kan., has been completed 
recently It has a swimming pool and gymnasium in 
conjunction with the other club features 

John Stetler, of Bloomsbury, Pa., has been awarded 
the contract for the construction of a 200x60 ft. swim 
ming pool in Columbia Park in that cits 

Plans are being formulated for the construction of an 
amusement park in Fort Myers, Fla., which is to in 


clude a swimming pool 





s. W. Williams, of Greeley, Colo., and B. Bernzen, of Boulder. 
Colo.,, at the annual meeting of the Colorado Society of 
Sanitary and Henting Engineers, held recently in Denver 
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HE DIES revolve around the 
pipe which is held stationary 
by an improved three point self 
centering vise which centers it 
perfectly and holds it absolutely 
rigid. The cutting off device is also 
new, as is the perfect lubrication 
system that makes dies last longer. 


THE CURTIS & CURTIS Co. 


318 GARDEN STREET 


BRIDGEPORT, CONN. 























No. 66 Ball Cock 


Over half a million in daily use, with sales 
ever increasing are two facts that prove our 
claims for the dependability of the No. 66 
Ball Cock. 

A quality product, backed by over forty 
years of manufacturing experience, it gives 
exceptionally long and uninterrupted service. 
Its operation is very quiet, closing positively 
against pressures up to 150 pounds without 
the customary whistle or squeal common to 
most ball cocks. 


SHERWOOD BRASS WORKS 
Jefferson & Mt. Elliott Aves. 
















































DETROIT, MICH. 








The working parts of the Sherwood 
No. 66 Ball cock dis-assembled 





BRECO FLUSH TANKS HAVE 


DEPENDABILITY 


STANDARD SIZES 
FULL WEIGHTS 
POSITIVE ACTION 
LONG LIFE 


BRECO 


CLOSET SEATS AND FLUSH TANK 


BRE HYGIENIC 


CLOSET SEATS 


QUALITY AND SERVICE AT A 
REASONABLE PRICE 


BRE MFG. COMPANY 
HYDE PARK DISTRICT 
BOSTON, MASSACHUSETT’ 


OUR CATALOGUE IN DOMESTIC ENGINEEE 
CATALOGUE DIRECTORY 
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AUTOMATIC Am 
oy —— 
WATER SYSTEMS EE 
| Y For Plumb 
_More Sales For Plumbers | 
Gurley Automatic Water Systems make 
F possible greatly increased sales because 
they give splendid service in many installa | 
| tions where you have had to recommend a 
deep well system heretofore. 
| The new Gurley positive seal rotary 
pump lifts water several feet more than 
any other shallow well system. It has only 
| 10 parts it is extremely quiet in operation 
it is perfectly reliable. The Gurley Sys 
tem delivers ample pressure without a trace 
of pulsing in the stream. Any good plumber, 
who knows how to sell water systems, should | 
| try one Gurley installation. It will pave | 
the way to more sales and bigger profits. 
Write us for full information— sizes, capa 
cities, prices, terms — and selling helps. 
; , ‘ ‘ — 
| GURLEY PUMP & MFG. COMPANY | 
| 814 Merchants Bank Bldg. INDIANAPOLIS | 
ISIT the Hotel Martinique 
look the inviting, com- 
fortable rooms over note 
the genuine convenience of 
location, where you are right in 
the heart of the busy shopping 
district and within easy dis- 
“The Best tance of all business centres. 
‘ Without You will be surprised at the 
= unusual rates of this popular 
Extravagance New York Hotel. You can enjoy 


all the comfort and conveni- 
ence of the Hotel Martinique 
at rates as low as $2.50 per day. 


Club breakfast at 45c —table 
d’hote dinner at $1.25 —-also a 
la carte at unusually moderate 
prices. 


A. E. SINGLETON, Res. Mgr. 


HoTEL MARTINIQUE 


Affiliated with Hotel McAlpin 


Broadway—32nd to 33rd Streets 
: New York 
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The Windemuth Amusement Company, Portland, Or 
has had plans prepared for the largest open air sw 
ming pool north of San Francisco It will be of ce 
crete, 170x200 ft 

A large swimming pool is being constructed at Pet 
john Springs, five miles north of Madill, Okla It w 
be 60x120 ft., and is part of an amusement park owned 
by Dr. Stevens & Sons, of Pettijobn 

The Kiwanis Club, of Pierre, S. Dak., has raised 
funds for a new swimming pool now being construct: 
in the park of that city 

Broken Bow, Nebr., is to have a new swimming pi 
made by the transformation of Swope’s pond. 

C. G. Moorish, of San Francisco, Calif., representativ: 
of Munger & Zeburg, owners of the Mark West Spring 
near Santa Rosa, Calif., announces that plans are under 
way for the organization of a Mark West Springs Coun 
try Club, which will expend about $175,000 in improve 
ments, to include a swimming pool 

The Young Men's Hebrew Association, Los Angele 
Calif is having plans prepared for a club house to be 
located on the northwest corner of Soto street and Michi 
gan avenue, to include a swimming pool. 

The Klieberg County Commercial Club, Kingsville 
Texas, is promoting a golf club, which is to build a club 
house and construct a swimming pool 

J. T. Hinchliff and others propose the establishment 
of a 7545x100 ft. swimming pool in Crowley, La. 

The Y. M. C. A. of Columbus, Ga., is planning a $70 
000 addition, which is to include a swimming pool and 
shower bath system 

A swimming pool is to be built near Brownsville 
Texas, which will cost $19,000. It will be a part of the 
Val Verde Country Club 

The Ambassador Hotel, Los Angeles, is constructing 
one of the largest outdoor private swimming pools in 
California It will be 110 ft. long by 40 ft. wide and 
ranging in depth from 3 ft. to 12 ft. 


Convention Dates 


May 19, 20, 21, 22 and 23, 1925.—The annual Convention of 
the National District Heating Association, at West Baden 
Ind. 

May 26, 27 and 28, 1925.—The annual meeting of the Na 
tional Pipe and Supplies Association, at French Lick, Ind. 

June 1, 2, 3 and 4, 1925.—The thirty-sixth annual conven- 
tion of the Heating and Piping Contractors’ National Asso- 
clation, at the Book-Cadillac Hotel, Detroit, Mich. 

June 9, 10 and 11, 1925.—Meeting of the National Associa 
tion of Brass Manufacturers, Edgewater Beach Hotel, Chicago 








June 15, 16 and 17, 1925.—The annual convention of the 
Wyoming Master Plumbers’ Association, at Thermopolis, Wyo 

June 15, 16 and 17, 1925.—-The semi-annual meeting of the 
American Society of Heating and Ventilating Engineers, at 
the Hotel Traymore, Atlantic City, N. J. 

June 19 and 20, 1925.—The annual convention of the Cali 
fornia State Master Plumbers’ Association, at Portland, Ore 

June 21 and 22, 1925.—The annual convention of the Master 
Plumbers’ Association of the State of Washington, at Port 
land, Ore. 





June 22, 1925.—-The annual convention of the Oregon Ass 
ciation of Master Plumbers, at Portland, Ore. 

June 23, 24 and 25, 1925.—The 43rd annual convention of 
the National Association of Master Plumbers, at Portland 
Ore. The sessions will be held in the Portland Auditorium 

June 2%, 24 and 25, 1925.—-Annual convention of the Women's 
Auxiliary to the National Association of Master Plumber 
at the Municipal Auditorium, Portland, Ore. 





September 15, 16, 17 and 18, 1925.—The annual conventi: 
of American Society of Sanitary Engineering, at Decatur, ! 
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‘A Better Job in } 
Half the Time =n 
Dnieeeneeteneantanaaaaeey 





ON FLAT 
— 








ON PITCHED 































With Herbert Hoover interesting himself in th pre ems 
onservation, Pipe Lines has had a ma h fie le ROOF 
data as to the various methods vhich iste m bye The 

minated Thi Kitheiency Man on W t ! pr edt 

Tel 1 
Restaurants % nd rvation eas utter e escopic 
bone ste mpl keep MD 1 ] ’ ’ ‘ 1 
ge Ng Ll igang ROOF FLANGE 
steak The patre he ” ve 
have been served : 
- made of pure sheet lead, in the patented RET- 

Faced with a national shortage post he ind ar er LAW telescopic shape, can be quickly and easily 

oduction of doughnut holes, a baker Vienna ha ' adjusted to roofing of any angle without 

ected and patented a machine for stretching doughnut hole special tools. Once installed, it makes a per- 

Shipments in assorted sizes are mad ithin twenty-four manent, leak-proof job which will never need 
hours of receipt of orders. Tt baker r rted to ha repairs. 

ade a fortune in a short time He deserve t ‘for hi I ‘. ? at 
attminatine & areat waste To ensure RETLAW Telescopic Roof Flanges 

reaching you in perfect condition, each one is 
ac a is pais ahs packed in an individual carton and properly 
ial adiecs de a alata he ws aig labeled for convenient handling. RETLAW 
sles ok: Mae de cal i cada - ea i, Flanges are always ready for installation. 
f thousands of J rs ever r fir th ke hare 
vw many telephone poles, pla ae Write us for details. Then order 
sound tha aiok y similar problen j : from your jobber 
mankind's benefactor 
THE HARKER MFG. CO. 
A great deal of time would be saved in our schools if the eS . 
answers to problems stated in arithmetic books were placed 123 W. Third St. CINC INNATI, OHIO 
directly under the problems. This would eliminate the neces- 
sity at present placed upon the pupils of turning to the back 
of the book. They need their energy for other things. 
A commendable practice is growing he trade n 1 
swering letters. T much emphasi ann gid upor 
saving in time and materials effected j rse of a , 
What's the "se of answering a letter’ Th the other 
end will only write another one, anyway. 
A hearty spirit of self-sacrifice has been deneed the 
manufacturers of fire arms and ammunition The Class of 
25, composed of embryo gunmen, which has been instructed 
for six months in marksmanship, will no lonver wast in 
munition, They will be finished products, ab to hit a polices 
man at the first shot at anything up to fi hundred trad 
While this will probably cut down the use of ammunition, the 
manufacturers are willing to undergo this loss in the interest 
of conservation The saving in lead will probably save money 
for the master plumber because of increased stock 
From now on it has been decided ollicially that pedes- 
trians cross streets at their own peril. Automobile manu- a 
facturers report that a tremendous saving will be possible 
if autoists may whizz past intersecting streets without TS 1 
applying the brakes. Over ten billion yards of brake lining 
was used up in 1924. This is too much, say the automobile 
people, And most of it has been used up in a praiseworthy, Corner Cottage Grove Avenue and 64th Street 
but somewhat over-altruistic, attempt on the part of autoists Chicago, Illinois 
to spare the feelings of pedestrians. 
HERE is quality of accommodation at this new ith Side 
A new industry is springing up,—a ter indu to the hotel without the excessive expense of downtown hotels 
radio field. Speaking of the terribl aste of static, J Every room is exquisitely furnished and has private bath. 
Whatmore Whoosis, President of the Static Corporation of Only a few minutes from the 63rd Street station of the Illinois 

\merica, proposes to educate the people to an appreciatior Central, Michigan Central and Big Four, and the Englewood 

the beauties of static. “What bism is to art,” says station of the New York Central, the Pennsylvania, the Rock 

Mr. Whoosis in an interview so static is to the radio pre Island and the other railroads. Within a short ride of every 

gram. Only the most advanced may appreciate its tender where via elevated express trains, surface cars, boulevard mo- 
nd lyrical beauty.” ; 

tor coaches or suburban trains. Rates $2.50 and up a day for 

one person, $3.50 and up for two. Chicago’s largest restau- 

Don't waste words. If you learn a new one, make use of it rant is in the Pershing. 

immediately. Never mind whether you know its meaning. 
; ae de — si calle H. E. RICE, President and Manager 
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Dependable! 


HEN you see the word 

“dependable,” think 
of Thatcher Round Boilers, 
for they are all that the term 
implies. Built of only first 
quality materials and sub- 
jected to rigid tests before 
leaving the plant, Thatcher 
Round Boilers withstand 
long, hard usage. 


AMATCHER § Remember always, that 
Thatcher Boiler ratings are 
conservative. They have more 
than the usual heating surface 


and are easy on the coal pile. 


251A 











THE THATCHER COMPANY 
Formerly Thatcher Furnace Co 
Since 1850 
39-41 St. Francis St., 
NEWARK, N. J. 

341 N. Clark St 
Chicago, Ill 


21 West 44th St. 
New York 


THATCHER 


BOILERS-FURNACES-RANGES 











It Will Pay You To*} 


Consider These Facts | 
rn i 


The first cost of a Boosey’s | 
Seepage Shower Trap is the last 
Once installed—and this can be | 
done in half the time usually 
|i! required—it is both leak proof 
and trouble proof even over a 
period of years. 


The lead pan, secured to the 
trap by a calked joint, drains all 
seepage through the grooves in 
the red brass seepage plate 


Write for catalog giving full 
details 





The Greenwood | 
Mfg. Co. iB 

5140°'Hamilton Ave. 

Detroit, Mich. 












No. 126-130 


Boosey’s Seepage 
Shower Trap 
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PATENTS 


Heating Department 


1,532,847 Oil Burner Nathan E. Tyrrell, Kan 
City, Mo In an oil burner, a base plate, spaced air 
conduits leading from said base plate and converging 


toward a point centrally of and above said plate to form 
an air chamber and being formed in their upper wall with 
an opening axially alined with said plate, a vertical fluid 
nozzle carried by said plate in axial alinement with said 
opening, and an inverted tubular heat conducting element 
depending through said opening and supported by said 
said element being spaced 


conduits, the periphery of 


slightly from said nozzie 














1,532,506. Steam and Air Heater. Donald McGregor, 
Tacoma, Wash In a heater of the character described, 
a water arch forming the side and top walls for a fire 
box, a cylindrical boiler superimposed longitudinally upon 
and having water circulating connection with the water 
arch and with air pocket along opposite sides thereof, 
and a plurality of air passages connecting the pockets, 
housing plates secured to the boiler and arch to inclose 
inlet into one of said pockets 


said pockets, a cold air 


and an outlet pipe from the other 
* - . 

32,469. Wrench. Lee J. Black, Beaumont, Tex. A 
wrench of the class described comprising a handle pro 
laterally directed longi- 
tudinally curved extension, the outer curved edge of 
which functions as a cam surface, a work gripping device 
pivotally connected links, one 


¢ F 
i,v 


) 


vided at its outer end with a 


embodying a plurality of 








of said links being bifurcated and the furcations straddling 
the curved extension with their free ends projecting be 
yond the cam surface, an abutment forming pin passing 
thru the projecting portions of the furcations and slidably 
contacting said cam surface, means pivotally connecting 
the free ends of the furcations with the handle inward 
of the extension, said means exerting a pull upon th: 
furcations when the handle is swung in a predetermined 
direction 
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Presenting— 
The VAN ARNAM White Seat 


(‘Sheet Covered 


It is with pardonable pride that we announce the intro- 
duction of what we honestly believe to be ‘the ultimate 
white seat’. It represents the crowning achievement of our 
quarter-century’s experience in toilet seat manufacture. 


The sheer beauty of the VAN ARNAM White Seat 
baffles description. Its snow-white finish, unmarred by 
even the faintest suggestion of ripple or blemish, has the 
gleaming lustre of fine porcelain and, being absolutely 
seamless, is completely impervious to dirt and moisture. 


The Van Arnam White Seat is made in all 
standard open and closed front models. 
Jobbers are now being supplied. 


VAN ARNAM MFG. COMPANY 


FORT WAYNE INDIANA 

















Our 


)) Catalog 
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for PERMANENCE 


“Copper water pipe, found in Egypt, was put to 
work 5,400 years ago. And it does not leak yet.” 


Copper and Brass Research Association, New York City 


Yes, the Egyptians certainly knew how to build 
for permanence, hence the pyramids. If alive 
today, their famous craftsmen would surely 
approve of the 


Because it is built of heavy copper and is made 
on a Quality Basis. Yet the price is reasonable. 
Every home owner will be proud of their copper 
boiler if it is a “Riverside.” 


Install Brass or Copper Pipe with a “' Riverside’’ 
Copper Boiler—a strong link in a strong chain 


Manufactured Exclusively by 


RIVERSIDE BOILER WORKS, Inc. 


Manufacturers of the famous “‘Kantleak’’ Range Boiler and 
domestic hot water systems 


its 
Catalog 
4 
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1,533,042. Burner for Burning Oil Fuel. Percy Y 990 ae eee 000004, 

" , : : ‘ ‘ 

Sloper, London, Eng. An oil burner comprising a casting | @ t t H S $ 

D ; $ t 3 

having at its forward end a circular depression of which $ nstantaneous eater ervice + 

‘ . 4 

the base forms a flat seat, said casting having an oil | $ Q | ata fraction of the cost $ 
. . as 

inlet and a plurality of passages extending from said . | Easily attached to any ordinary gas water $ 

; ‘ : ; ; ’ > 

rf) at > ‘ 35 , aa ne - ing : > heater, enabling home owner to light and ¢ 

oil inlet and terminating in said flat seat, said casting also | ¢ N shut off gas without going tothe basement. $ 

having an inlet for a combustion-supporting gas and a | $ x Inexpensive but highly efficient and @ 

. . . le k completely trouble proof. ea 

plurality of passages extending from said last-named inlet | 9 ( $ 

and terminating in said flat seat at points equi-distant > i Ever-Ready Gas Lighter $ 

4 iY . 

@ | $ 

| $ , Has rotating, self grinding core. Dual con- $ 

1d i trol, when desired, permitting lighting gas ¢ 

i @ k from one floor and shutting off from another $ 

| §$ s an exclusive feature. Absolutely safe—ap- @ 

$ A proved by the Underwriters. Sell one with @ 

q o] j every heater. $ 

N } $ Pat. Nov. 6, 1923, Write for prices and full details $ 

$33 $ $ 

ss $ The Ever Ready Gas Heater Valve Company 3 

pee $ 231 Grand River, East DETROIT, MICHIGAN @ 

os OOOO OOD CEO OOOO OORT 
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from the outlets of said oil-inlet passages, a cylindrical 
member of smaller diameter than said circular depression | 
having its rear end flattened and bearing against said 
flat seat and having its forward end formed as a truncated 
cone, said cylindrical member also having a plurality of | 
longitudinal passages of which the rear ends align with 







ACME \ 
ROOF FLANGES 


Self adjusting 

and swivel types 
Copper and Galvanized Iron 
Discriminating buyers 
are more and more turn- 
ing to the Acme. 


Ask Your Jobber for ‘*Acme”’ 


ACME MFG. CO. 


BANGOR ~ - MAINE 








the outlet ends of said oil and gas passages and the 














forward ends terminate in the conical part of the said 

member, a sleeve surrounding said member and having 

its rear end resting against the base of said circular de- 

pression, said sleeve having me&ns associated with said 

casting and with said cylindrical member to maintain | 
the passages of the latter in alignment with the outlet 
ends of said oil and gas passages, and a burner nozzle | 
secured to the forward end of said sleeve, said burner | 
nozzle having a conical depression shaped to substantially 

conform with and receive the forward end of said cylin 

drical member and also having a discharge passage co 

axial with said conical recess. 


, 
Plumbing Department 
| 

1,531,808 Water-Distribution System. Thomas Park- 
inson, Topeka, Kans. In combination with a water service 
pipe, water sterilizing means having valved connection 


Domestic — Industrial 
and Swimming Pool 


Water Filters 


A standard size for every use. 
Built complete in Our Own Plant. 


Get Our Quotatien on Your Jobs 


GRAVER Oaopomtion 


110 Todd Ave. East Chicago, Ind. 














1,531,808 | 
| 
with the pipe, a tank, valved connections between the | 
tank and said sterilizing means, and a coil in the tank | 
having valved connection with the water service pipe. | 





WAEN YOU MOVE 


NOTIFY US 


The post office is not required to forward second- 
class matter. To avoid missing an issue of Domestic 
ENGINEERING when you change your address, fill out 
and mail this blank to us. 





Name “ 
Old Address 2 








New Address___ - 
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1,532,803. Pipe Wrench Lewis D. Fowler, Oklahoma 
LU KOMSKI City, Okla A wrench comprising a handle member having 
near one end a laterally-extended jaw disposed at sub. 
a PERERA ELL ' stantially right angles to the length of said handle mem 
e 3 ‘ ber and having a convex terminal, said jaw being serrated 
Boiler Drain Cocks | | along its outer edge and terminal, and a jaw member 
are as efficient as they are pivoted on the end of the handle member and having a 
attractive Made of white metal serrated face opposed to the serrated face of said first- 
with a brass stem and wheel or named jaw and terminal and an angular face serrated 
tee handle. Carefully tested under for opposed cooperation with said serrated terminal 
high pressure. handsomely fin whereby an article may be gripped at three equidistant 
ished and fully guaranteed points of contact of said first-named jaw and angularly 

disposed faces of the other jaw. 

Lukomski Brothers Co. 


2468 E. Grand Blvd. Detroit, Mich 


Representative: Richard Dode, 
2565 Grand Concourse - . 


ee ee ee ee 


The Rife Hydraulic Ram 


Pumps fresh running water with no 
cost of operation. Quiet, durable 
and requires no maintenance or at- 
tention after installation. (Why 
sell electric pumps when there is a 
better piece of equipment available 
that will give better service. 


SERRE ee | 


"0 








Write us for the details today. 


Our complete catalog 
is free for the asking 


RIFE ENGINE CO. :: 90 West St., New York City 





1,532,433 Water-Supply Fixture. Philip Mueller, 
Decatur, Ill A fixture of the class described comprising 




















a hot water cock, @ cold water cock. a mixing cock to 


This is the Fire Pot that which the aforementioned cocks deliver, a spout leading 
Produces Results from said mixing cock, a spray tube nipple leading 
WHY? from said mixing cock, a valve in said mixing cock, a 
th ithe teem pot of metal reciprocal plunger-type handle for said valve, and means 
A 2% pound copper will heat an t “©. ti , » > 
fe WO MINUT! Es. for supporting the tube 
The pot will generate and the 
doors in AN MIND OF WEATHER. 
It will beat irons as fast as they are les 
cooled. No time wasted. - 
paateenaaasaaasamaaatasaieas 


adjacent the mixing cock whereby 
hand holding the tube may operate said valve without 
terally directing the spray 


. 
It ie smokeless and odorless while in The 


Grunwald Co., of Omaha, Nebr., has been awarded 


opera im. 
b ‘ . cain 
it can be turned down low when act fo the plumbing contract on the new state capitol building 


use. 
This pot fills the bill wb tra 6 . : > @ 9 96 1 . 
aoa Ee page rage Hcg Ge alae tae wt Lineoln on a bid of $103,320. The heating contract 


hould bi ¢. Ae ° y 
saunas amounted to $96,126, and was awarded to Newberg & 
Order yours now. Only $10.00 f.o.b : : 
factory. Two per cent discount when cash Bookstrom, of Lincoln. 
eccompanies the order. 


“A DOUBLE BLAST MFG. CO.. I The Roy Crago Co., of Helena, Mont., has secured 
. 36 Combinati Dou Blast & i & : ' : 
Gasstine Hise fen tar eccnhase Siemans Mee. North Chicago, Il. the plumbing and heating contract on the new building 


d Ti . : ° . 
~eveclecr mca for the Montana Children’s Home Society 


HARTMAN INGOT METAL COMPANY 
SMELTERS and REFINERS 


Producers of the highest grade Ingot Brass and Bronzes 
Specializing in Ingots for Manufacturers of Plumbing and Heating Brass Goods 


2511-35 W. 21st Street CHICAGO Phone: Lawndale 0827 


WALWORT Valves, Fittings, Tools for Steam, 
Water, Gas, Oil and Air 


23,000 different items, each designed for a specific duty. Your supply house can get yours 
through the nearest Walworth sales unit. 


Walworth Mfg. Co. Boston—Kewanee, III. 


Chicago - Cleveland - Glasgow~- Kewanee, Ill -London-New York WALWORTH INTERNATIONAL CO. 
Philadelphia - Portland, Ore.- San Francisco - Seattle - Youngstown FOREIGN SE REMERTATIVE 









































